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Semiconductor types 
Very often, a large number of 
equivalent semiconductors exist 








this reason, ‘abbreviated’ type 

numbers are used in Elektor 

wherever possible: 

* 741' stand for uA741, 
LM741, MC641, MIC741, 
RM741, SN72741, etc. 

© 'TUP' or ‘TUN’ (Transistor, 
Universal, PNP or NPN respect- 
ively) stand for any low fre- 
quency silicon transistor that 
meets the following specifi- 
cations: 













UCEO, max 20V 
IC, max 100 mA 
hfe, min 100 
Prot, max 100 mw 
fT, min 100 MHz 








Some ‘ТИМ $ are. E 
and BC109 families; 2N3856A, 
2N3859, 2N3860, 2N3904, 
2N3947, 2N4124. Some 'TUP's 
are: BC177 and BC178 families; 
BC179 family with the possible 
exeption of BC159 and BC179; 
2N2412, 2N3251, 2N3906, 
2N4126, 244291. 


* ‘DUS’ or ‘DUG’ (Diode Univer- 








sal, Silicon or Germanium 
respectively) stands for any 
diode that meets the following 
specifications: 


DUG 





20V 
35mA 
100 uA 
(250mw 











10pF 








Some 'DUS's are: BA127, BA217, 
BA218, BA221, BA222, BA317, 
BA318, BAX13, BAY61, 1N914, 





1N4148. 

Some 'DUG's are: OA85, OA91, 
OA95, AA116. 

* 'BC107B', 'B8C237B', 'ВС547В' 


all refer to the same ‘family’ of 
almost identical better-quality 
silicon transistors. In general, 
any other member of the same 
family can be used instead. 


BC 107 (-8, -9) families: 
BC107 (-8, -9), BC147 (-8, -9), 
BC207 (-8, -9), BC237 (-8, - 
8C317 (-8, -9), BC347 (8, 
BC547 (-8, -9), BC171 (2, -3), 
BC182 (-3, 4), BC382 (-3, 
8C437 (8, -9), BC414 


ВС177 (-8, -9) families: 
BC177 (8. PE 


BC157 (5 E 





ВС557 (-8, -9), BC251 (2 
BC212 (-3, 4), BC512 (-3, A 
BC261 (-2, 3), BC416. 


Resistor and capacitor values 
When giving component values, 
decimal points and large numbers 








following abbreviations: 





р (pico) = 10" 
n (nano) = 10° 
u (micro-)= 10° 
m (milli) = 10? 
к (kilo) 10? 
M (mega) = 10° 
G (giga-) = 10° 


A few examples: 
Resistance value 2k7: 2100 п. 





Capacitance value 4р7: p pF, ог 
0.000 000 000 004 7 F 
Capacitance value 10n: 
international way of writing 
10,000 pF or .01 uF, since 1 n is 
10°? farads or 1000 pF. 
Resistors are % Watt 5% carbon 
types, unless otherwise specified. 
The DC working voltage of 
capacitors (other than electro- 
lytics) is normally assumed to be 
at least 60 V. Аз а rule of thumb, 
a safe value is usually approxi- 
mately twice the DC supply 
voltage. 


Test voltages 
The DC test voltages shown are 
measured with а 20 k&t/V instru- 
ment, unless otherwise specified. 


U, not V 

The international letter symbol 
"U' for voltage is often used 
instead of the ambiguous "V". 

V'i кышкы for ‘volts’. 
For instance: Up = 10 V. 

not Vp = 10 V. 











Mains voltages 

No mains (power line) voltages 
are listed in Elektor circuits, It is 
assumed that our readers know 
what voltage is standard in their 
part of the world! 

Readers in countries that use 

60 Hz should note that Elektor 
circuits are designed for 50 Hz 
operation. This will not normally 
be a problem; however, in cases 
where the mains frequency is used 
for synchronisation some modifi- 
cation may be required. 


Technical services to readers 
* EPS service. Many Elektor 
articles include a lay-out for a 
printed circuit board. Some 
not all — of these boords ari 
able ready-etched and predrilled 
The 'EPS print service list’ in the 
current issue always gives а com- 
plete list of available boards, 

* Technical queries, Letters with 
technical queries should be 
addressed to: Dept. ТО. Please 
enclose a stamped, self addressed 
envelope; readers outside U.K. 
please enclose an IRC instead of 
stamps. 

. Missing link. Any important 
modifications to, additions to, 
improvements on or corrections 
in Elektor circuits are generally 
listed under the heading ‘Missing 
Link’ at the earliest opportunity. 
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The Central Alarm System (CAS) will relay an alarm 
indication from a number of remote stations to a 
central location along a common bus system. Audible 
indication of the alarm is provided together with a 
visual display of which station has sent the alarm. The 
applications for this system are limited only by the 
ingenuity of the reader. p. 10-20 


As explained in the 
accompanying introduc- 
tory article, there are two 
different versions of the 
TV scope . This month, 
the practical circuit and 
constructional details of 
the basic version are 
described; the extended 
or ‘de luxe’ scope will be 
discussed in a second 
article to be published 
next month. p. 10-30 


Until comparatively 
recently the only audio 
delay units that were 
within the budget of 
most home constructors 
were of the spring line 
type. Recently, however, 
completely electronic 
delays have become a 
feasible proposition. 

A design for a digital 
reverberation unit has 
already been published in 
Elektor. The analogue 
reverberation unit 
represents an alternative 
approach. p. 10-44 























An oscilloscope is, with- 
out doubt, the single 
most useful piece of elec- 
tronic test equipment 
and is, for many tasks, 
virtually indispensable. 
By using a normal, 
domestic TV set as the 
display the TV scope 
allows the construction 
of an oscilloscope for a 
very modest outlay. 
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proximity detector .... 
There are many methods of det 
son within a specified area. The approach 
article is based on the fact that a person moving about in a 
room alters the geometry and strength of the electric field 






that invariably exists. The circuit detects changes in the elec- 
tric field and produces an audible warning. 





resonance filter module ................. 10-12 
In addition to an almost limitless variety of non-natural, 

wholly ‘electronic’ sounds, the Formant music synthesiser 

can, of course, be used to imitate the voicing of conventional 
(mechanical) musical instruments. The filter module de- 

scribed in this article is designed to allow more realistic 
simulation of natural musical instruments. 

databus buffet... oz Ese dens d 10-18 
Users of the Elektor SC/MP system may eventually wish to 

expand the system memory. If any significant extension of 

the memory is contemplated then it will be necessary to 

buffer the data bus, which can be accomplished with the 

simple data bus buffer described in this article. 

central alarm ѕуѕќет . ................... 10-20 
VHF/UHF-tv-modulator................. 10-27 
Designed principally for use with the TV Scope described 
elsewhere in this issue, this easy-to-build circuit will modulate 

а video signal onto an r.f. carrier to give a signal that may be 

fed direct to the aerial socket of a VHF or UHF television 

receiver. 

TV scope — basic version ................ 10-30 
applikator 
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tup-tun-dug-dus е еа а 10-51 
ОРТТО Зоя : 10-52 
advertiter's index 17 7 27.7. cise ria Y no E UK-22 




























































UK 6 — elektor october 1978 eps 
p І i i 
Many Elektor circuits are accompanied by designs for | signal horn 9438 105 2.30 | experimenting with the SC/MP: 
printed circuits. For those who do not feel inclinedto | sensitive metal detector 9750 180 395) НВАМ-/О 98461 575 1270 
etch their own printed circuit boards, for their own SC/MP board 98462 180 395 
use only, a number of these designs а E20: DECEMBER 1976 model car track (E24 . . . £30): d 
ready etched and pre-drilled boards. parking meter alarm 9491 090 — 2.00 | transmitter power 
ipproximately three weeks, U.K /air тай supply 9208 100 2.20 
Payment must be in advan E21: JANUARY 1977 chassis 9850 285 636 
1. For U.K. and all countries except the U.S.A. stereo sudio mixer 944 . 655 1450 
Payment, incl. £ 0.15 post & packing , to. тагЫ j . Я 
Midland Bank Ltd., Canterbury, А/С no. 11014587, nd Ее NEN ар АРА 
Sorting code 40-16-11 E22: FEBRUARY 1977 peg Нс E 
Please make your cheque payable to local radio AF 34991 0707 1.55 | experimenting with the б ee 
Elektor Publishers Ltd., Canterbury, England. local radio psu 94992 070 1:55 | SC/MPIE3I).CPU эз — 850 1880 
2. For the U.S.A. only UHF TV modulator 9864 1.35 2. 
Please make your cheque/money order payable to Pli i 95 
Elektor Publishers Ltd., Bank of America, c/o World. E23: MARCH 1977 А а. И 
Way Postal Center, Р.О. Box 80689, Los Angeles, ОТАР (E7,£24) 6029 140' — 310 |, Preamplifier c арто 
Cal! 90080, A/C no. 12350-04207 scope calibrator 9455 0.30. DAS |rvososuefrequncymew SQ 1.10 240 
Prices include post & packing, surface mail. If air mail, | Tun rabbit, run! 9764 4156 016 | Mw controller MEC NIE 
Е MW reflex receiver 9880 — 085 185 
х ~ sensitive lightmeter 9886 060, 130 
Е24: APRIL 1977 stylus balance (E12) — 9343 045 105 
Digisplay (E13) 93776 310 6.90 | signal injector (E24) 9765 050 110 
LED VU/PPM, 2 knotted handkerchief 
rectifier section 941914 235, 5.15 | (Е27/Е28) 9830 020 0.48 
display section 94192 450 995 
auto slide changer 9743 065 1.45 | E33: JANUARY 1978 
LE al EG 2.35 16.25 | simple function generator 9453 2.70 6.00 
signal injector 9765 050 110 | formant (E25... £32) 
ADSR 97251 320 705 
E25: MAY 1977 UAA180 LED voltmeter 9817 175 390 
imodel'cin track (E24) никог equaliser | 9832 — 346 705 
multiplex encoder 97961 310 ев | experimenting with the 
infra-red transmitter 97962 160 — 3,55 | SC/MP (E31, E321 
S Ee mS E 
ingle transducer recei É 
a imo 20 о. БЫ CR аа 
"85 | peak programme meter 130" 280 
E26: JUNE 1977 E34: FEBRUARY 1978 
precision timebase 9448 — 155 3.40 | formant (E25... E33) 
e $ | Power supply for precision DUAL-VCA 97261 335 740 
E1: DECEMBER 1974 Mia bord 34481 060 130 | development timer 9840 210 460 
‘sua amplifier Tig түру n ir experimenting with the 
7 interface (E25) 97211 260° 5.75 | SC/MP (E31... E33) 
levitator 5 520 | НЕХ ИО 9893 17. 4 
E3: APRIL 1975 active loudspeaker cross- infra-red light gate: ишь x 
disc preamp 76131 4040A* 1.25 280 | over filters (E25) 9786 195° 4.30 | ` transmitter 98621 065 14 
model car track (E24, E25): x S 
servo amplifier 983 оз ово | ~~" irs была Кы 
E7: NOVEMBER 1975 
ota pil 6029* 1407 310 | Sees 
frequency counter, 27/28: SUMMER CIRCUITS 1977 formant (625 =, . ЕЗИ, 
minitron display board 9312 1.46 3,20 | knotted handkerchief 9830 020 олды) {РО module ОША Эз 790 
frequency counter, led | distortion meter T7005. 1266 Ало | поне module 97281 305 — 676 
display board 9313 1.45 3.20 | guitar preamp 77020 110 2.45 | 4k RAM card 9885 1490 3290 
frequency counter, 77 | 0... 10 V supply 77059 — 095 210 | colour TV games: 
im | eae 77097 070$ 220) VHF games board 9892 210 465 
driver 9314 120 2.60 | automatic NiCad charger 77075 0.65 1.45 | _ UHF converter 9854 135 2% 
туртн 77084 205 455 | SC/MP power supply 9908 310 6# 
b 4 W car radio amplifier 77101 0.65" 140 
E8: DECEMBER 1975 
k- 9160 085 1901 3% digit DVM їз 215 420 | E96: APRIL 1078 
730/740 (IC сотто! COM ЖГ б 
9191 140* 310 | E29: SEPTEMBER 1977 Ка = 
FM mains intercom 9359 4.85 1075 | *ektornado | MN INS 
текето с interface 9905 250 5.50 
E12: APRIL 1976 interface receiver 92127 120-1072 | ео асаа A aane eii la 
stylus balance 9343 0.45" — 105 | power supply 97213 418 915 
rhythm generator keyboard divider 
(M253AA) 93443 — 145' — 320 | (one octave) 92214. 70.78. үза | rot anole тос посеве 
iç drummer, instruments togerithric darkroom interface 97215 140 305 
mother board 93442 200 440] ti 9797 1.50 3.35 | УСО 97232 1.40 3.05 
ic drummer, instruments CCIR test pattern VCF 97242 140 305 
daughter board 93441 — 0.35* 0.80 | generator, motherboard 9800-1 595 13.10 | ADSR 97262 1.40 3.05 
UAA170, 270° meter, ача c Uo DUAL-VCA 972602 140 305 
basic board (E17) 93921 150 3.30 | (£24...E26) UFOs 97272 140 — 308 
UAA170, 270° meter motor speed control 98291 0.55 1.20 | NOISE 97282 140 $05 
front panel (E17) 93922 200 440 | proptester 98292 155 345 | COM 97202 140 305 
UAA170, LED voltmeter, Complete set of 11 panels (includes 3 x VCO and 
URIBE Бава ngupa 83923 116 2% 2х ADSR): £ 13.85 or $ 30.55. 
, isplay 
board 93924 055 2.10 | E20, OCTOBER 1977 
daughter board 1 (E29) 98002 330 735 | 37: MAY 1978 
E13: MAY 1976 infrared transmitter 9822 2.50° 5.55 | colour modulator 9873 1.80 3.95 
ргесо, preamplifier 9398 2.40* 5.35 | Kirlian camera 4523 225 воо | Dpreolator switch 9902 0.85 1.85 
preco, control amplifier 9399 1.40; 3.10 | (two boards) 9831 d digital reverberation unit, 
рео En 150 805 | modei car track main board y 99131 416 9.20 
з extension boar 2 1.20% 260 
ЧИЕ АТАА рН 98481 ою 1.80 | minishort-wave receiver 9920 150° 335 
ту теа multiplex decoder 98482 085 190 
board (E12) 93921 150 — 330 : 
tachometer, front E31: NOVEMBER 1977 Free Md 2 NETT 
panel (E12) 93922 200 440 | formant (E25... E30): front panel. 94536 150 3,30 
techometer, control vco 97231 — 830' 1835 | 1/4 GHz counter n 
board 9460 145 3.15 | CCIR: daughter board 2 timebase and control 98871 — 785 1740 
windscreen wiper delay, (E29, E30) 98003 255 565 | counter and display 98872 896 1975 
using SCR 94741 070 1.55 | video biofeedback: Y 
deo Biofeedback әвәл 255 вво | ute uam 88879 140 306 
isplay generator - igh freq. input amp 74 130 290 
£19: NOVEMBER 1976 alpha amplifier 98252 210 450 | automatic mono/stereo 
ОС, 9156 1.05 2.30 | electrometer 98261 070 150 switch 9923 0.90° 200 
albar: see E25, May 1977 sensors for electrometer 98262 0.65 140 | TV sound modulator 9925. 095 205 
он 9437 145 250 | magnetiser 9827 065 145 | minicounter 9927 250 550 
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39/40: SUMMER CIRCUITS 1978 
power flasher 78003 080 1275 
electronic gong 7803 15 235 
bicycle speedometer 78041 085 185 
gowplug regulator 78042 175 3% 
Touch dimmer 78065 075 165 
micropoweramplifie 9558 100 215 
consonant 99458 640 1410 
luminant (3 boards 9949 605 1335 
preconsonant 9954 200 4.40 
ЕРТЕМВЕЯ 1978 
9914 3.15" 700 
apply 9979 170° 380 
9981 425. 940 
aster tone generator 9915 755° 1670 
temperature-controlled 
soldering iron 9952 160 355 
formant 
24 dB VCF 99531 385 845 
front panel 99532 140 305 
puffometer 9961 150 330 
consonant 
front panel 99452 425° 940 
МЕМ 
£42: OCTOBER 1978 
alarm system: 
master station 99501 245 5.40 
slave station 99502 215 475 
alarm station 99503 1056 2.35 
resonance filter module 9951 370 825 
resonance filter module, 
front panel 9951-F 140 305 
VHF/UHF modulator 9967 135 295 
TV scope: 
Y-amplitier 99681 180 390 
main board 99682 340 750 
video mixer 99683 170 380 
sync circuit 99684 170 380 
power supply 90685 135 29% 
databus buffer 9972 135 295 
analogue reverberation 
9973 485° 1065 





proximity detector 9974 225 500 
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Improving radiation treatment 
planning 


The value of whole body X-ray scanning 
by computerised tomography as an 
advanced diagnostic tool in oncology is 
already well established. Now scientists 
at the Institute of Cancer Research with 
their medical colleagues at the Royal 
Marsden Hospital, Sutton, Surrey, are 
carrying out clinical evaluation trials 
which they hope will demonstrate that 
the detailed anatomical data produced 
by an EMI whole body scanner can also 
be used to improve the effectiveness of 
radiation treatment given to cancer 
patients. 

The key factor in planning treatments 
for individual patients is to ensure that 
the optimum dose of radiation covers 
the target area without unduly damaging 
adjoining healthy tissue. 

This task is now being made easier, and 
tumours pin-pointed with far greater 
accuracy, by feeding the cross-sectional 
sean pictures produced by the scanner 
directly into a radiotherapy planning 
computer system known as RAD-8. 

A patient's treatment plan can then be 
calculated by adjusting the position of 
the radiation beams in relation to the 
CT scan picture displayed simul- 
taneously on a TV-type screen. Isodose 
curves showing the amount of radiation 
reaching the tumour and the surround- 
ing areas can then be plotted with a high 
degree of accuracy. 

An on-line computer for Radiotherapy 
Planning was first programmed at the 
Royal Marsden Hospital in 1969 by the 
Institute of Cancer Research's own 
Computer Group. It has since gone into 
use in hospitals in many parts of the 
world. At the Royal Marsden, where the 
system is in routine clinical use, 
anatomical data on individual patients 
has up to now been obtained by using 
conventional X-ray and ultrasonic scans. 
The outline of the patient's body is then 
simulated from measurements and the 








tumour area sketched in as accurately as 
possible. 

But using CT scans an accurate cross- 
sectional picture can be fed directly into 
the RAD-8 system. These show clearly 
soft tissue and other detail normally not 
discernible on conventional X-ray film 
and enable absorption factors likely to 
vary the treatment dose reaching the 
malignancy to be accurately calculated. 
Dr Roy Parker, ICR physicist in charge 
of the project, says: ‘We can now pin- 
point a tumour in relation to other 
organs with considerable accuracy. With 
such data and the carefully calculated 
X-ray absorption factors for all the parts 
of the anatomy through which treat- 
ment beams have to pass to reach the 
tumour, we now have for the first time 
a springboard for really high-precision 
radiotherapy’. 

For the Royal Marsden trials, carefully 
selected patients who have already had 
treatment plans drawn up using routine 
procedures, are having a second 
prepared with a CT scan and the RAD-8 
system. 

Of the first 50 specially selected 
patients examined in this way about 
two thirds needed significant changes to 
their treatment plans. In about half of 
these this was due to inaccuracies in 
patient outlines or because normal 
internal organs were not precisely where 
expected. Many organs, like kidneys, 
are highly ‘mobile’ and it is only by 
taking scan X-rays when the patient is 
breathing normally that they can be 
correctly located. In the remainder, 
changes were necessary because the scan 
showed extensions to the tumour not 
suspected by other techniques; accurate 
localisation has also led to reduction of 
the treatment volume. 

In operation the radiotherapy planning 
system is used like this: The radio- 
therapy scan slice selected for planning 
is transferred directly from the scanner 
computer to a floppy disc in a 
diagnostic display console (DDC). The 





image can then be viewed simul- 
taneously on the DDC’s screen in a grey- 
scale mode on a colour TV monitor 
using specially developed hardware. 
This TV monitor acts as a link between 
the RAD-8 system and the CT scan 
picture. First the outline of the patient 
is automatically read into the system. 
Then the shape and position of relevant 
internal anatomy and the malignant area 
to be treated are transferred into the 
computer memory by using a light 
sensitive pen to trace round the outline 
displayed on the colour TV screen. As 
the pen is moved over the screen its 
path is recorded in red and super- 
imposed on the scan, It is then perma- 
nently stored on another floppy disc 
within the RAD-8. 

The arrangement of the treatment 
beams is then planned interactively. 
Throughout the process the operator is 
guided by a series of questions displayed 
on the TV screen. The system enables 
the beam positions (in green) and the 
isodose levels (in red) to be shown on 
the TV monitor superimposed on the 
CT grey scale image. This is of great 
assistance in relating the isodose 
distribution to the anatomy of the 
patient whilst actually lying in the same 
position as they will be treated. 

Once the best treatment plan has been 
arrived at, it is printed out, verified by 
using a radiotherapy simulator, and then 
actual treatment can start. 

Although clinical experience using the 
system is still extremely limited, it is 
already evident that these new aids 
improve the accuracy and ease with 
which plans can be tailored to suit 
individual patients. Initial clinical 
findings on a highly selected group of 
patients strongly suggest that the system 
will make a significant contribution to 
radiotherapy treatment planning. 

The trials now taking place at the Royal 
Marsden Hospital, Sutton, with the 
whole-body scanner and associated 
systems are a collaborative effort 
between the Institute of Cancer 
Research, the Department of Health and 
Social Security, the Cancer Research 
Campaign and EMI Limited. 
Development of the radiotherapy 
planning system linked to CT scans was 
carried out by EMI’s Central Research 
Laboratories at Hayes, Middlesex, and 
EMI Therapy Systems, Inc., based in 
California, part of EMI’s world-wide 
medical electronics group. There is a 
continuing programme of co-operation 
between EMI and the Institute of 
Cancer Research in developing new 
improvements to the system. 


Royal Marsden Hospital, Sutton, Surrey 
and the Institute of Cancer Research 


(360 $) 
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North London Hobby Computer 
Club 


On Wednesday October Sth 1978, at 
6.30 p.m., the inaugural meeting of the 
North London Hobby Computer Club 
will be held in Room 47 in the Old 
Building at Holloway Road, just 
opposite Holloway Road underground 
station on the Piccadilly line. 

The Polytechnic of North London, and 
its Department of Electronic and 
Communications Engineering in particu- 
lar, have made available many resources 
for this venture. Within the Department 
there aré two PETs (with a third 
coming), four SWTPc 6800 computer 
systems with floppy discs, printers and 
VDUs, and some KIM and Motorola 
microcomputer systems. Most of these 
will be available for use, as will some 
PETs and SWTPc systems in other 
departments. 

As the club is envisaged at present, little 
‘homebrew’ activities are anticipated 
before Christmas, with any meetings 
centered around talks by manufacturers 
and discussions on programming, etc. 
However, from the new year it is antici- 
pated that three sets of activities will be 
running concurrently — or sequentially, 
depending on how many people turn 
up! These are short courses on program- 
ming, Basic and machine level; a 
‘homebrew’ section using the facilities 
of the Department (up to 35 people can 
solder and test at the same time); and 
introductory talks and discussions for 
those anticipating their own systems. 
The varied programme should be of 
interest to a wide variety of people. 
Obviously, students from the Poly- 
technic will be coming to the meeting, 
but the organisers emphasise that this 
club is open to all those who are 
interested. The Polytechnic will be 
providing some backup, especially with 
expert staff and other facilities. The 
club is intended as part of the 
Community Development Programme 
that has recently been instituted. 
Department of Electronic and 
Communications Engineering, 

The Polytechnic of North London 
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UK phone users dial the world 


Telephone subscribers in Britain have 
become the first in the world to be able 
to dial directly to 50 countries and can 
now reach 76 different countries 
without going through an exchange. 
Announcing this in its report for the 
year ended 31 March 1978, the UK Post 
Office says the country has 
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850 electronic telephone exchanges in 
service and is now investing heavily in a 
computerised telephone exchange of the 
future known as System X. 

The Post Office is placing its first 
production orders this year for System X 
which is expected to come into service 
in 1981. The development of these new 
electronic exchanges is said to be the 
most important part of the corporation's 
research programme which was last year 
financed to the tune of more than £56 
million. 

The report reveals that the Post Office 
invested a total of £842 million in the 
year under review on new and improved 
telecommunication buildings and plant. 
There are now more than 23 million 
phones in use in Britain and over 

17,000 million calls were made last year. 
The international sector was easily the 
fastest growing, with calls up more than 
27 per cent from 118 million to 

150 million. 


Capital investment 

Chairman Sir William Barlow says the 
Post Office continues to have one of the 
largest capital investment programmes 
in the UK. Last year it invested a total 
of £870 million and this will rise to 
£1,000 million this year. He said the 
£367.7 million profit made in 1977-78 
would be used to help finance this 
capital investment programme. 

The British postal system is one of the 
few such systems in the world now 
making a profit. Last year's profit was 
the third successive one for the UK 
corporation and represented a 26.2 per 
cent rise over the previous year. 

System X is not the only new 
technology being pioneered by UK tele- 
communications experts. Telephone 
calls are being carried in Britain through 
tiny strands of glass called optical fibres. 
The calls are transmitted as pulses of 
light. 

The Post Office is also planning to 
introduce next year a system whereby 
the telephone in the home can be used 
to call up information that is then 
transmitted via the domestic television 
screen. 

Britain's postmen also had their 
successes. Last year letters posted in the 
UK rose by more than one per cent to 
9,484 million and of those sent by first 
class mail more than 92 per cent were 
delivered the day after posting. With the 
help of Concorde, the postmen also 
offered the fastest mail-run in history 

— delivering urgent letters from London 
to New York in three and a half hours. 
The UK Post Office employs a total of 
422,000 people and has an annual 
turnover of more than £4 billion. 
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Hot wire! 


A new robust cable developed in Britain 
continues to function - lighting an 
electric lamp - despite being subjected 
to over 30 minutes of continuous gas 
flame at 750°C. 

Called the FP200 cable, it has been 
designed to withstand three hours of 
continuous burning at this temperature, | 
but in tests has continued to function 
after 6 hours! In this type of cable the 
conducting core is surrounded by 
silicone rubber that is not destroyed 
when subjected to fire, but burns to a 
hard white material that is just as 
effective an insulator as the original 
silicone, This keeps the wires apart and 
prevents short circuits 


The cable is particularly suitable for 

wiring safety circuits such as fire alarms 

and emergency lighting where high | 
standards of reliability and performance | 
are required in the event of fire. In one 
striking example a factory wired with 
FP200 was recently gutted, but all the 
overhead lights continued to burn, 

An order has recently been completed 

for Britain’s Central Electricity 

Generating Board for the Dungeness “В” 
nuclear power station, where 50 km of 
FP200 will be used for the vitally 

important reactor emergency shutdown 
control circuits. 

Apart from its fire resistant qualities, 

the new cable is surge resistant, 

moisture resistant and does not ‘age’. 


Pirelli General Cable Works Ltd. 
PO Box 4 

Western Esplanade 
Southampton, SO9 7AE 
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an introduction to 
the TV scope 


An oscilloscope is, without doubt, 
the single most useful piece of 
electronic test equipment and is, 
for many tasks, virtually 
indispensable. Unfortunately, the 
high cost of oscilloscopes puts 
them beyond the reach of many 
electronics enthusiasts. A major 
proportion of the cost of an 
oscilloscope is accounted for by 
the cathode-ray tube and its 
associated high-voltage power 
supplies. By using a normal, 
domestic TV set as the display the 
TV scope eliminates this cost and 
allows the construction of an 
oscilloscope for a very modest 
outlay. The principles of the 

TV scope and a basic version of 
the instrument are described this 
month. Next month’s issue will 
discuss the extension of the basic 
TV scope into a ‘deluxe’ version. 


Figure 1. How an image is formed on the TV 
screen. The frame is composed of two inter- 
laced fields, each consisting of 312.5 lines. 
One field is shown in bold, the other in 
dotted lines. 








The basic principle of a TV scope was 
discussed in Elektor No. 37, May 1978 
and has since been developed into a 
pratical system in the Elektor labora- 
tory. To understand how the system 
works it will be useful first to take a 
look at how a normal TV picture is 
formed on the screen. 

The image on a TV screen is built up by 


an electron beam scanning across the | 


phosphor coated screen of the CRT in 
the manner shown in figure 1. The scan 
proceeds from top to bottom of the 
picture in a zig-zag fashion, each left- 
right horizontal sweep being known as a 
line. The duration of each line scan is 
64 us, and the line frequency is therefore 
15.625 kHz, which is an important 
figure to remember, as will be seen later. 
Each complete image or frame of the 
picture is made up of 625 lines, and the 
picture frequency is therefore 25 Hz. 
However, this low picture frequency 
could give rise to noticeable flicker, and 
to minimise this effect each frame of 
the picture is scanned, not in a single 








625 but 


in two fields of 
312% lines each. These two fields are 
fully interlaced, i.e. lines of the even 
field fall between those of the odd 
field, to build up a complete frame of 


line scan, 


625 lines. Field frequency is twice 
frame frequency, ie. 50 Hz, another 
important figure to remember. 

The tonal gradation of the picture is, of 
course, produced by varying the 
electron beam current and hence the 
brightness with which the phosphor 
glows. Maximum beam current produces 
the brightest (white) areas of the picture, 
whilst zero beam current produces the 
black areas. 

To understand how the TV scope works 
the TV set it is best to imagine that the 
TV set is turned on its side so that the 
electron beam scans, not from left to 
right, but up and down, as shown in 
figure 2. In practice it may or may not 
be possible actually to turn the set on 
its side, depending on the cabinet 
design, ventilation etc. 

In figure 2 a sinewave signal is displayed 





a 
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on the TV screen. This is achieved by 
taking a sample of the instantaneous 
amplitude of the signal every 64 Us, i.e. 
during each line scan. Each sample is 
then displayed on the screen as a white 
spot whose position along the line scan 
is proportional to the instantaneous 
amplitude of the signal. In this way the 
display is built up from a number of 
such white spots, the rest of the screen 
being black. 

Figure 3 shows the video waveform for 
one line of such a display, which 
consists of nothing more than a single 
white level pulse in an otherwise black 
level signal, plus, of course, line sync 
pulses which are below black level. The 
position of the white level pulse along 
the line sweep, i.e. the time at which it 
occurs after the sync pulse, must be 
proportional to the sampled, instan- 
taneous amplitude of the input signal. 
The circuit required to achieve this is a 
voltage-time converter. 

Figure 4 illustrates how the input signal 
is sampled and converted into a white 
pulse. A ramp waveform is generated 
having the same repetition rate as the 
TV line frequency (15.625 kHz) and 
synchronous with it. This signal is fed to 
a voltage comparator along with the 
input signal. Whenever the ramp voltage 
exceeds the input voltage the output of 
the comparator will change state, this 
change being used to trigger a 
monostable multivibrator that produces 
the white level pulse. If the input volt- 
age is low it will quickly be exceeded by 
the ramp voltage and the spot will 
appear low down on the screen. Con- 
versely, if the input voltage is high it 
will not be exceeded by the ramp volt- 
age until near the end of the line scan, 
and the spot will appear high on the 
screen. The voltage-time converter cir- 
cuit will be discussed in detail when the 
circuit for the basic version of the TV 
Scope is described. In addition to the 
sawtooth generator and comparator, 
which are the essential features of the 
basic TV scope, the TV scope must also 
be equipped with input amplifiers and 
attenuators to vary the sensitivity, as 
with a normal oscilloscope, and also 
with a synchronising pulse generator to 
provide the line and field sync pulses 
required by a TV set. These will also be 
discussed in the circuit description of 
the basic TV scope. 


Possibilities and limitations of the 
basic TV scope 

The facilities offered by the basic 
version of the TV scope are limited 
principally by the ‘timebase’. Since the 
image of the displayed waveform is 
repeated during each field scan the 
timebase frequency is equal to the field 
frequency of 50 Hz. It is important here 
to note the difference between this and 
a normal TV picture. Whereas one 625- 
line frame of a normal TV picture is 
made up of two interlaced, 312% line 
fields, successive fields of the TV scope 



































9978-4 











an introduction to the TV scope 





elektor october 1978 — 10-05 





Figure 2. The TV scope can best be explained 
by imagining the TV as turned on its side, so 
that the spot is swept vertically up and down 
the screen. The signal trace is composed of a 
series of discrete spots, one per line of the 
frame. The point on the line where the spot 
appears is proportional to the amplitude of 
the input signal. For the sake of simplicity, 
only a few lines are shown. 





Figure 3. The video signal for the first line 
scan of figure 2. Halfway along the line scan 
is a white level pulse. 


Figure 4. The figure shows how the input 
converted into a video signal uy 
of a sawtooth reference voltage 








Figure 5. One of the most important features 
of the basic version of the TV scope is the 
fixed timebase. These photographs show how 
this affects the traces obtained from signals 
of differing frequency. 


Figure 6. The block diagram of the extended 
version of the TV scope. This in actual fact 
consists of the basic version of the scope 
preceded by two bucket brigade memories. 
It is possible to vary the frequency at which 
signals are read into these memories indepen- 
dently of the frequency at which they 
read out; electronic switches are used in the 
circuit proper. 








picture are not interlaced but are super- 
imposed, and consist of 312 lines. Each 
field therefore makes up a complete 
image of the displayed signal. 

The field frequency of the TV set is 
fixed at 50 Hz; it cannot be varied, 
(except by a small amount to adjust the 
‘vertical hold’ of the set) nor can the 
field timebase be triggered. This fixed 
ebase naturally places limitations on 
ihe basic version of the TV scope. 
Firstly, a stable display will result only 
if the input signal frequency is a 
multiple of 50 Hz, e.g. 100 Hz, 150 Hz 
etc., so that it can then be synchronised 
with the timebase. This makes the basic 
TV scope less useful for applications 
where the signal frequency is outside the 
control of the user. However, for many 
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applications, where the signal source is 
the lab signal generator, test signals can 
often be chosen as multiples of 50 Hz. 
The second limitation of the basic 
TV scope is its restricted frequency 
range, which is illustrated in the photo- 
graphs of figure 5. The lowest input 
frequency that can be displayed is 
50 Hz. One complete cycle of this signal 
is displayed, apart from some ten lines 
of the picture that are lost during the 
field blanking interval of the TV set. 
The single cycle of the 50Hz signal 
which is displayed is made up of some 
300 spots, and the picture is quite 
detailed. 

As the signal frequency is increased, 
however, so the number of cycles 
appearing on the screen increases, 











whilst the number of spots per cycle 
decreases. Figure Sb shows a 1 kHz 
signal (upper trace) and a 3 kHz signal 
(lower trace), displayed on the basic 
TV scope. In the case of the 3 kHz 
signal, not only are some 60 cycles of 
the waveform crammed onto the screen, 
but each cycle consists of only 5 spots. 
Clearly the highest input frequency that 
can be displayed is very much less than 
3 kHz. 


Deluxe version 


The limitations of the basic version of 
the TV scope are a direct consequence 
of the fact that the signal is sampled at 
TV line frequency (15.625 kHz). The 
TV scope would be considerably more 
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flexible if the sampling frequency could 
be varied independently of TV line 
frequency. 

The solution is to store the waveform to 
be displayed in some form of memory, 
after which it can be read out of the 
memory at a suitable rate to be 
displayed on the basic TV scope. For 
example, if a 10 kHz signal were to be 
displayed then, say, one cycle of the 
waveform could be stored in the 
memory. By reading out the contents of 
the memory at TV line frequency, i.e. 
cycling through the contents of the 
memory in 20 ms, the stored signal 
would appear as a 50 Hz signal which 
could then be displayed on the TV scope 
with a resolution of 300 dots per cycle. 
The use of a memory immediately 
removes the two main limitations of the 
basic TV scope, namely limited fre- 
quency range and lack of a trigger 
facility. Use of a memory allows any 
portion of the input signal to be stored 
(from a small part of one cycle to many 
cycles). Whatever the frequency of the 
original input signal, the stored signal 
can be read out of the memory at a 
50 Hz rate in order to synchronise with 
the TV field timebase. The only limi- 
tation is the maximum input frequency 
that can be handled by the memory. 
The term ‘memory’ has, until now, been 
used somewhat vaguely to describe a 
method of storing the input signal, so it 
is perhaps a good idea to look at what 
the memory entails in terms of hard- 
ware. One type of memory which could 











be used is a digital memory such as a 
random access memory (RAM) or shift 
register. This type of memory can store 
only logic levels (0’s and 1’s), so it 
would obviously be necessary to sample 
the input signal, digitise it and store it in 
the memory as some form of binary 
code. This would require a sample-and- 
hold circuit and an A/D converter. 
Conversely, reading out of the memory 
would require a D/A converter to recon- 
stitute the analogue signal. The 
maximum input frequency that such a 
system could handle would be limited 
mainly by the conversion rate of the 
A/D converter, and high conversion 
rates are not obtained cheaply. 
The type of memory finally chosen for 
the deluxe TV scope was a bucket- 
brigade memory or analogue shift 
register. This type of memory has the 
advantage that it will accept an analogue 
input signal directly, sample it and 
transfer it from input to output as a 
sequence of charge packets. This 
removes the need for sample-and-hold 
circuits, A/D and D/A converters. 

Little external circuitry is needed to 
operate an analogue shift register and 
devices are available that will accept 
input signals at relatively high fre- 
quencies — well beyond the upper limit 
of the audio spectrum. These advantages 
make analogue shift registers an excellent 
choice for this application 





Block diagram 
A block diagram of the deluxe TV scope 





Figure 7. The maximum input frequencies 
of both versions of the TV scope. The basic 
version (7a) will produce an acceptable trace 
at frequencies up to roughly 1.5 kHz. As can 
be gathered from figure 7b the extended 
version can handle much higher frequencies 
without any problems. 


Figure 8. A comparison of the rise and fall 
times of the two versions of the scope based 
on their response to squarewave input signals 
show that the performance of the basic 
version is superior in this respect. 


Figure 9, Displaying tone-burst signals is only 
possible with the extended version of the 
scope, since the basic version does not have 
the necessary trigger facilities. 





Figure 10. This figure illustrates one possible 
application for the basic version of the TV 
scope: adjusting an amplifier for symmetrical 
clipping. 


Figure 11. Another application for the (two- 
channel version of the) basic scope is сот- 
paring DC voltage levels. 


Figure 12. A final example of a possible appli- 
cation for the basic scope is its use in conjunc- 
tion with a sweep generator to display the 
frequency response of a circuit or system 
under test (x). 





is shown in figure 6. It will be seen that 
this in fact contains two memories, 
which may seem a little odd. However, 
it should be remembered that when 
information is being read out of the 
memory to be displayed then the 
memory will be continuously in use and 
furthermore will be tied to the timebase 
frequency of the TV set, that is to say it 
will never be available for storing the 
signal in the first place. The way out of 
this dilemma is to use two memories, so 
that while one is storing the signal the 
previously stored signal can be read out 
of the other. By switching between the 
two memories the signal displayed on 
the TV set will be continuously updated. 
This switching is, of course, performed 
electronically 

Since the deluxe version of the TV scope 
consists of the basic version plus an add- 
on memory unit it is perfectly feasible 
to build the basic version of the scope 
and to extend it at a later date. This 
allows the constructor to investigate the 
possibilities of the TV scope at a modest 
cost before deciding whether to opt for 
the more expensive version. 


Calibration graticule 


A conventional oscilloscope has a 
calibrated graticule that allows the 
amplitude of signals to be estimated. 
This may be engraved onto a perspex 
mask, printed onto the inside face of 
the CRT or, in very sophisticated 
scopes, 
first 


generated electronically. The 
method 


is not suiable for the 
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TV scope if the TV set is also to be 
used for its intended purpose, the 
second method is obviously impossible, 
so the TV scope is equipped with an 
electronically generated graticule. This 
is nothing morethan a grid of horizontal 
and vertical lines generated in precisely 
the same way as the crosshatch pattern 
produced by a test pattern generator. 
Both the basic and deluxe versions of 
the TV scope are equipped with this 
facility. 


Comparison of the basic and 

extended versions of the TV scope 
An idea of the comparative performance 
of both versions of the TV scope can be 
gained from the photographs in the 
following figures. The respective fre- Á 
quency ranges of the two versions are Specifications 
shown in figure 7. It is apparent that the 

















basic version extended version 

basic TV scope can produce a satisfac- 

А $ 1M Е, А 1 M // 30 pF, AC/DC 
tory image of a 200 Hz signal, but that e Md BRE ARIES ыш 
signals of 10 kHz or higher merely give bandwidth 100 kHz (—3 dB) 100 kHz (—3 dB) 
rise to an interference pattern. Never- highest input 
theless the basic scope can still display frequency at which 
the amplitude of the 10 kHz signal (and trace is still 
even higher frequencies). The de luxe recognisable > 1kHz 100 kHz 
version, on the other hand, displays the sensitivity/div. 10 mV/100 mV/1 V/10 У 10 mV/100 mV/1 V/10 V 
10 kHz signal quite clearly. timebase/div. 2 тз (+ 1%) 40 us/100 us/250 us/ 
The photographs in figure 8 show how SOSUN Undc 


this continuously variable 






two versions cope with squarewave 


а ^ q А trigger none variable level AC/DC 
ut signals. The obvious point here is graticule generated electronically generated electronically 
the rise and fall times of the output video, VHF/UHF video, VHF/UHF 


squarewaves are much shorter in the 
case of the basic version. The superior 




















10-08 — elektor october 1978 


missing link 


coming soon 





performance of the basic version when 
processing squarewaves is due to the fact 
that, in the extended version of the 
TV scope, the signal is subject to extra 
filtering after it has been read out of the 
memory. It should be noted however, 
that, in contrast to a conventional 
oscilloscope, the rise and fall times of 
squarewave signals vary with the 
timebase setting: the shorter the time- 
base the shorter the rise and fall times. 
Thus one should not draw any hard and 
fast conclusions as to the rise time of 
the extended version of the scope on 
the sole basis of figure 8. 

The photo of figure 9 shows one appli- 
cation of the extended version of the 
scope which, because of its lack of a 
trigger facility, is not possible with the 
basic version. In this photograph the 
scope is being used to display a tone 
burst, such as might be derived from, 
e.g. the Formant music synthesiser. 
From the above comparison of the two 
versions of the TV scope, one might be 
inclined to think that the basic version 
of the scope comes an extremely poor 
second. Although there is no doubt that 
the extended version offers considerably 
more possibilities and can be used in a 
much wider range of applications, it 
nevertheless would be wrong to regard 
the basic version as not worth the 
bother of building, particularly in view 
of the fact that it can later be extended 
to provide the ‘de luxe’ version. 

For all its obvious limitations, there are 
however a number of applications for 
which the basic version of the TV scope 
will prove quite adequate. For example, 
setting the quiescent output current of 
an amplifier so that it clips symmetri- 
cally (see figure 10) or measuring 
DC voltages (figure 11). 

A further possible application for the 
basic TV scope is illustrated in figure 12. 
Together with a sweep generator, the 
basic scope can be used to directly 
measure the frequency response of a 
particular component or circuit. The 
sweep generator provides a test signal 
consisting of a sinewave with either 
linearly or logarithmically increasing fre- 
quency. The signal is periodic, returning 
to a low initial frequency, before once 
more sweeping up the frequency range 
over which the response of the circuit in 
question is to be measured. Adding a 
simple rectifier circuit produces a 
DC voltage level which is proportional 
to the portion of signal passed by the 
circuit under test. If this is then fed to 
(the basic version of) the TV scope one 
can obtain a direct representation of the 
resultant frequency response. 

A more detailed comparison of the two 
versions of the TV scope is contained in 
the specifications listed in table 1. 
Further details on the TV scopes are 
contained in the respective construc- 
tional articles. 


Literature: 
Elektor 37, May 1978. p 5-20 Elektor, 
‘TV scope using bucket brigade mem- 
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master tone generator 
Elektor 41, p. 9-09. The component 
layout shown in figure 2 contains an 
interesting error: the indications for 
notes 1 and 12 are transposed for all 
octaves except octave 4! Furthermore, 
subsequent testing has shown that the 
stability of the clock generator can be 
marginally improved by omitting R5 
and CS. Since the inputs to the unused 
inverters in IC16 ought really be con- 
nected to positive supply or supply 
common (as described in the article 
buffered/unbuffered CMOS . . .), it has 
been decided to modify the board 
accordingly before supplying it through 
the EPS service. This has, of course, led 
to some delay in the supply. 


electronic piano 

Elektor 41, p. 9-12. There are a few 
minor inconsistencies in the article as 
published, and these have led to a few 
queries. 

— in figures 9, 10 and 11, the indi- 
cations ‘octave 1' . . . ‘octave 5' are 
transposed: ‘5° should be ‘1’, ‘4’ should 
be ‘2’, etc. Note that the indications on 
the filter board as supplied through the 
EPS service have been corrected. 

— the same error appears in the total 
wiring diagram shown in figure 17. The 
output from octave board 5 is shown 
connected to what is actually the 
octave 1 input on the filter board, and 
so on. 

— a few of the component values shown 
in the circuit of the filter (figure 10) 
differ from those shown in the parts 
list. The correct values are as follows: 
C24 = 22n; R72= 12k; R82, listed in 
the parts list, does not exist ...S1...S3 
are shown as a three-deck four-position 
switch in the circuit, but in the parts list 
they are given as three separate single- 
pole on-off switches. Both options are 
possible, according to personal taste. 

— in the power supply (figure 12) and 
the corresponding parts list, D7 is shown 
as a 12 V/400 mW zener diode. This 
power rating is just on the border-line, 
and to play it safe it is advisable to use 
a 1 W type. 

— also in the interest of playing it safe, 
it is advisable to include а 27 Q/1W 
resistor and a 400 mA fast-blow fuse in 
series with the negative supply rail to 
the keyboard contacts. In figure 8, this 
is the connection (in the lower right- 
hand corner of the diagram) between 
—U» and the normally-closed contacts 
of the keyboard switches. 
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proximity detector 


There are many methods of 
detecting the presence of a person 
within a specified area, for 
example by using ultrasonic or 
microwave Doppler techniques, 
which are the methods 
frequently employed in intruder 
alarms. The approach adopted in 
this article is based on the fact 
that a person moving about in a 
room alters the geometry and 
strength of the electric field that 
invariably exists. The circuit 
detects changes in the electric 
field and produces an audible 
warning. 


Figure 1. Block diagram of the proximity 
detector. 





Natural and artifical electric fields exist 
practically everywhere. Their geometry 
and strength is influenced by the pres- 
ence of objects, particularly conductors, 
that are in the field, but in a static 
situation, ie. with no moving objects, 
field patterns will change only slowly, 
over a period of some hours. If a large 
conducting object such as a human 
body moves through an electric field 
then it will distort the field pattern. Due 
to the electric charges generated on 
Clothing by friction these variations in 
the electric field can be very large. In a 
carpeted room, particularly if the car- 
pets are of man-made fibre, the changes 
can be even more pronounced. 

An electric field can be monitored by a 
sensor electrode connected to the input 
of a high impedance amplifier. The elec- 
trode will acquire a potential which is 
dependent on the field strength at the 
point where the electrode is mounted. 
Changes in field strength can also be 
detected very easily by using an ana- 
logue voltage comparator. 

If the output of the sensor electrode 
amplifier is connected to one input of 
a comparator then the voltage at that 
input will consist of that due to the 
normal electric field with a changing 
voltage due to any variations in the field 
superimposed upon it. If the same signal 
is connected to the second input of the 
comparator via a lowpass filter with a 
very low cutoff frequency (~ 0.2 Hz) 
then the signal appearing at this input 
will consist only of the voltage due to 
the static component of the electric 
field. Whilst it can follow slow changes 
due to natural variations in the field 
over a period of time it will be unable to 





follow voltage changes due to objects 
moving in the field. The voltage on the 
second input of the comparator thus 
provides a reference against which to 
measure changes in the field. Normally 
the voltage on both inputs of the com- 
parator will be the same, but if the field 
changes then the voltage on the first 
input of the comparator will vary and 
the comparator output will change 
state. 

Two problems must be solved before a 
practical field variation proximity detec- 
tor can be built, The first is caused by 
the 50 Hz AC field which is invariably 
present in any building where there is 
mains wiring, and which the sensor 
would see as a rapid change in field 
strength. This problem can be overcome 
by using a second lowpass filter to 
remove the 50 Hz component from the 
signal picked up by the sensor plate. 
The cutoff frequency of the filter 
(1.8 Hz) is chosen so that the 50 Hz 
component is completely suppressed, 
but is still sufficiently high to pass the 
somewhat slower changes in voltage 
caused by movements in the field. 

The second problem is that, since the 
amplifier connected to the sensor plate 
has a high input impedance (which it 
must have to detect electric fields) the 
voltage on the sensor plate cannot dis- 
charge. The sensor plate will therefore 
simply charge up to the highest voltage 
that it sees and any drop in voltage will 
not register. This problem is solved by 
periodically discharging the sensor plate 
through an (electronic) switch. To avoid 
possible spurious signals caused by 
beating between the 50 Hz AC voltage 
and the signal that controls the dis- 
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T3 - BC 107A, 


BC 108А,В; ВС 109A,B 


М... № = IC2 = 4001 











Charge switch, it is essential that the 
plate should be discharged in synchron- 
ism with the mains frequency. This is 
achieved simply by having a 50Hz 
mains signal control the switch. 


Block diagram 

Figure 1 shows a block diagram of the 
proximity switch. The sensor plate is 
connected to the input of a high 
impedance buffer amplifier. This is fol- 
lowed by a lowpass filter, which con- 
sists of two sections. The first is the 
50 Hz filter; the output of this section 
connects to the first input of the com- 
parator, i.e. the ‘signal’ input. A second 
filter section with a much lower cutoff 
frequency precedes the second input 
to the comparator, the ‘reference’ 
input, The signal arriving at the signal 
input of the comparator will thus 
consist of the total voltage picked up by 
the sensor plate, i.e. the static reference 
plus any variations caused by objects 
moving in the field, whilst only the 
(practically) unchanging reference volt- 
tage will get through the second filter 
section to the reference input of the 
comparator. 

At the output of the comparator are 
connected two monostable multi- 
vibrators, one of which is positive- 
triggered and the other negative- 
triggered, so that either positive- or 
negative-going transitions of the com- 
parator output can be detected. The 
outputs of the two monostables are 
used to control an astable multivibrator, 
which drives a loudspeaker to give an 
audible warning. By using the output of 
the comparator to vary the frequency of 





the astable a two-tone signal is provided, 
the frequency depending upon whether 
the comparator output is high or low. 


Complete circuit 

The complete circuit of the proximity 
detector is given in figure 2. The sensor 
plate is connected to the gate of Т1, 
which is a FET connected as a source 
follower. This stage has an extremely 
high input impedance and a low output 
impedance. The gain is slightly less than 
unity. Resistors R3 to R7 and their 
associated capacitors form the lowpass 
filter which removes 50 Hz signals. The 
output of this filter is connected to the 
non-inverting input of the comparator, 
a 741 op-amp, via R9 and C7. A lowpass 
filter section with a very long time con- 
stant (R8-C6, approximately 800 ms) 
removes all but very slow variations 
from the voltage applied to the inverting 
input of ІСІ. 

To obtain clean switching of the com- 
parator output a small degree of hyster- 
esis is introduced by applying positive 
feedback to one of the offset inputs via 
R10. Negative-going transitions or the 
comparator output cause the input of 
NI to be pulled low via C8. The output 
of №1 therefore goes high and the out- 
put of N2 goes low. Positive-going tran- 
sitions of the comparator output take 
the input of N2 high via C9, so that in 
this case also the output of N2 goes low. 
The length of time for which the output 
of N2 remains low depends on the time 
constant C8-R11 (or C9-R13). N3 and 
N4 are connected as an astable multi- 
vibrator, which drives a small audio 
amplifier consisting of T4 and T5. When 





| Figure 2. Complete circuit of the proximity 
detector. 


Figure 3. Printed circuit board and com- 
|ponent layout for the proximity detector 
(EPS 9974). 
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Parts list. 


Resistors: 
R1,R6,R14,R15,R22 = 100 k 
R2- 1k5 

ЯЗ = 3k3 
R4,R21,R23,R24,R27,R28 = 10 k 
RS = 33k 

R7 = 330k 

RB,RO,R12,R20 = 1 M 

R10- ЗМЗ 

RTLRI3- 10M 

R16 = 22 

R17,R25,R26 = 1 k 

818 = 330 2 

819 = 18k 

РТР = 1 k preset 





Capacitors: 
€1,C13- 10 4/10 V 
€2- 202/10 V 
C3-680n 





С11 = 470 п 
C12-1n 

C14 = 470 u/25 V 

C18 = 10 4/16 V tantalum 
C16 = 47 u/25 V 


Semiconductors: 
T1,72 = BF 244A, BF 245A, 
BF 256A 

T3 * BC 107A/B, BC 1088/C, 
BC 1098/C 

тат = TUN 

D1 = 1N4148, 1N914 

02,03 = 1N4001 

ICi = 741 

3C2 - N1... N4 = 4001 

iC3- 78.12 

Miscellaneous 


15 V ос 18 V/100 mA mains 
transformer 











the output of N2 is low the multi- 
vibrator will oscillate. An input to the 
mulävibrator from the comparator, via 
R12, alters the multivibrator frequency 
depending on whether the comparato; 
output is high or low. The sensor plate 
is discharged every 20 ms by FET T2. 
Transistor T3 turns off at each negative- 
going zero-crossing of the mains wave- 
form, at which point T2 conducts 
briefly and discharges the sensor elec- 
trode. 


Power supply 

Power for the circuit is obtained from a 
mains transformer with a 15 V or 18 V 
secondary rated at 100 mA or greater. 
The output voltage of the transformer is 
half-wave rectified by D2 and smoothed 
by C14 before being fed to a 12 V IC 
regulator. The mains transformer also 
provides the 50 Hz signal to switch T3 
and T2. 

For optimum sensitivity the 0 V rail of 
the circuit must be connected to an 
earth point such as mains earth or a 
metal water pipe. If no such earth is 
available then an ‘artifical earth’ must 
be used consisting of a second electrode 
connected to a negative supply voltage 
as shown in figure 2. However, if a true 
earth is used then R25, R26, C16 and 
D3 can be omitted 








Construction and use 

A printed circuit board and component 
layout for the proximity detector are 
given in figure 3. All the components, 
with the exception of the loudspeaker 
and mains transformer, are mounted on 
this board. The electrode(s) may be 





made from copper laminate board 
approximately 15cm square. If two 
electrodes are used, they should be 
mounted about 1 metre apart. The 
sensor plate must be well-insulated 
from surrounding objects, Probably the 
best method is to mount it on the out- 
side of the box in which the circuit is 
housed using nylon spacers. The unit 
should function immediately when 
switched on, and the only adjustments 
required are to vary РІ for the best 
sensitivity and to set the volume of the 
audible warning using P2. 

Although intended mainly as demon- 
stration of the principle, the circuit can 
also be used for practical applications 
such as intruder alarms, provided its 
limitations are known. The proximity 
detector is much less prone to false 
alarms than ultrasonic or microwave 
Doppler alarms, which can be triggered 
by flapping curtains or rattling doors 
and windows. However, the circuit may 
be falsely triggered by changes in field 
strength caused by switching on and off 
of electrical equipment. This is not such 
a problem if the unit is intended to 
protect unoccupied premises, provided 
care is taken not to mount it in the 
vicinity of equipment that switches on 
and off automatically, such as a refriger- 
ator or freezer. 

To trigger an external alarm or other 
circuit the signal from point (A) may be 
used. This is normally high, but when 
the audible warning sounds point (A) 
goes alternately high and low at the 
same frequency. к 
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In addition to an almost limitless 
variety of non-natural, wholly 
‘electronic’ sounds, the Formant 
music synthesiser can, of course, 
be used to imitate the voicing of 
conventional (mechanical) musical 
instruments. The filter module 
described in this article is designed 
to allow more realistic simulation 
of natural musical instruments by 
providing the fixed bandpass 
resonances which are an important 
determining factor in the timbre 
of mechanical tone generators. 


Figure 1. The fundamental frequency range 
of a number of traditional musical instru- 
ments, with reference to that of a grand 
piano. (From: ‘Elektronik Taschenbuch, 
Band 1’, Ferd. Dümmlers Verlag, Bonn; with 
kind permission from the publishers.) 





Although music synthesisers are capable 
of producing the most ‘wierd and 
wonderful’ electronic effects, it is a fact 
that they are frequently employed to 
imitate the sound of traditional acoustic 
instruments. Many commercially ауай- 
able synthesisers, for example, are pro- 
vided with preset facilities for various 
common instrumental voices, whilst 
special units such as ‘string-synthesisers’, 
which are designed solely to reproduce 
the sound of a string section, are becom- 
ing increasingly popular. 

The basic factors influencing the charac- 
teristics of a musical note are pitch, 
dynamic amplitude, and dynamic har- 
monic content. As the reader will be 
aware, pitch and dynamic amplitude 
characteristics are controlled by the 
VCO (Voltage Controlled Oscillator) 
and VCA + ADSR (Voltage Controlled 
Amplifier and Attack - Decay - Sustain - 
Release) modules in the Formant syn- 
thesiser, whilst the VCF (Voltage Con- 
trolled Filter) is used to vary the har- 
monic content of the signal. 

However, in the case of mechanical tone 
generators, for example brass and wood- 
wind instruments, an additional con- 
sideration is the existence of resonant 
areas in the instrument which possess 
free vibration periods of their own. 
These resonances, which are known as 
formants (whence the name for the 
Elektor music synthesiser!) are deter- 
mined by the shape and mechanical 
construction of the particular instru- 
ment (the wooden back and belly of 
a violin, the pipes of an organ etc.). 
Unlike the variable pitch of, say, a 
violin string, they tend to reinforce the 








same harmonics, whatever the pitch of 
the note being played. The nature of the 
formants in an instrument is in fact one 
of the factors which govern its quality. 
It should thus be apparent that, in order 
realistically to simulate the tonal charac- 
teristics of traditional instruments, one 
must be able to tailor the static har- 
monic content of the note accordingly. 
What is required is a number of resonant 
filters with independently variable 
centre frequency, gain and Q-factor. 
These features are present already in the 
state variable VCF of the Formant; 
however, that is only one filter, and 
more to the point, in this particular 
application there is no need for the 
filters to be voltage-controlled, since the 
filter parameters will be preset to suit 
whatever musical instrument is being 
imitated. This explains the reason for 
the separate manually-controlled reson- 
ance filler module described in this 
article. 


The uses of resonance filters 


The effect of resonance filters can best 
be heard on ‘bright’ sharp VCO wave- 
forms which have a high proportion of 
fairly intense upper harmonics. The 
effect on vocal sounds can be illustrated 
by taking a suitable signal with a fre- 
quency of around 200 Hz, setting the 
Q of the filter to a mid-value, and 
varying the centre frequency from mini- 
mum to maximum. At first 'dark" 
sounding tones, largely devoid of higher 
harmonics will be obtained; as the 
centre frequency is increased however, 
one by one the various vowel sounds 


can be distinguished until, at high | 











resonance filter module 


elektor october 1978 — 10-13 





centre frequencies, reedy  flute-like 
sounds are produced. The higher the Q 
of the filter, the more pronounced the 
above effects — and vice versa. 

АШ bandpass resonances of musical 
importance lie between roughly 100 and 
2000 Hz. Table 1 lists the main fixed 
resonances of a number of common 
musical instruments and also indicates 
which VCO waveform is best suited to 
imitate the instrument in question. This 
table is, of course, merely intended as a 
rough guide, in the final instance the 
decision should rest with one’s own ears. 
Unless otherwise indicated, the Q-con- 
trol should be set to the mid-position. 
As a further aid, figure 1 shows the 
fundamental frequency ranges of vari- 
ous traditional instruments, with refer- 
ence to a piano keyboard, 


Circuit 

The basic requirements of the filter cir- 
cuit are, independently variable centre 
frequency, Q and gain. Since the func- 
tion of the filter is essentially to en- 
hance a particular band of frequencies 
(corresponding to the formants of the 
instrument in question), the circuit is of 
the boost-only type, i.e. provides selec- 
tive gain. Without the need to provide a 
selective cut (below the 0 dB line) the 
circuit design is considerably simplified. 
A total of three resonant filters forms 





an acceptable compromise between the 
number of settings required for reason- 
ably realistic imitation and the con- 
straints of space and economy. Of 
course, it is quite possible to double the 
range of control facilities by connecting 
a second filter module in cascade with 
the first. 


Block diagram 

The block diagram of the resonant filter 
module is shown in figure 2. The figures 
in brackets indicate which components 
in the final circuit are associated with 
the different sections of the circuit. 
Signals can be fed in via the panel- 
mounted socket (ES) or via the hard- 
wired input (IS). A portion of the signal 
is fed direct to the output summing 
amplifier via R (R51 in the complete 
circuit) and the input signal is also fed 
to three bandpass filters whose gain, 
centre-frequency and Q can all be 
varied. The outputs of these filters are 
also summed in ICS via resistors Ro. 
The output of the filter module will 
thus consist of a portion of the original 
input signal plus signals boosted around 
the centre frequencies of the three filter 
stages. Two outputs are provided from 
the filter module, an internal hardwired 
output (IOS) and an output to a front 
panel socket (EOS). A bypass switch is 
provided, which allows the three filter 


sections to be switched out, in which 
case only the original signal appears at 
the output, and the gain is frequency 
independent, being unity. 

The amount of boost that can be pro- 
vided by a filter section relative to the 
gain obtained in the ‘bypass’ condition 
is determined by the gain of the filter 
sections and the ratio R/Ro. If it is 
assumed that the filter gain can be 
varied between zero and one then the 
maximum amount of boost (in dB) is 
20 log (1 + &-). 

The frequency response of а filter 
section is shown in figure 3. The figures 
in parentheses indicate which controls 
in the complete circuit vary the differ- 
ent parameters of the filter. 

The complete circuit of the filter 
module is shown in figure 4. ІСІ sums 
and inverts the two input signals, whilst 
the three filter sections are of the (to 
Elektor readers by now familiar) state- 
variable type. The resonant gain of the 
filters is set by means of P1, P4 and P7 
respectively. One gang of the pots is 
connected at the input, the other at the 
output of the filter. This has the effect 
of improving the dynamic range, since it 
means reduced noise and less chance of 
overloading. Finally, there is the 
inverting summing amplifier round IC5, 
which also cancels the phase shift intro- 
duced by IC1. 
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Table. instrument main resonance at VCO signal 
flute. approx. 800 Hz fairly asym. squarewave 
clarinet 1...2kH2* sym. squarewave 
oboe 1300.. 1700Hz* heavily asym. squarewave 
(pulse) 

bassoon approx. 440 Hz* heavily asym. squarewave 
(pulse) 

trumpet approx. 1500 Hz ‘spaced’ sawtooth 

bugle approx. 1000 Hz* sawtooth 

trombone approx. 600 Hz ‘spaced’ sawtooth 

French horn approx. 406 Hz* sawtooth 

tuba approx. 250 Hz sawtooth 

violin approx. 4000 Hz** | ‘spaced’ sawtooth, 

cello approx. 200 Hz' sawtooth or heavily asym. 

double Базз approx. 100 Hz squarewave (pulse) 

NB: 


'al resonant filters (or a comb filter) 











Figure 2. Block diagram of the resonant filter 
module. As can be seen, it possesses three 
independently variable r sections. 





Figure 3. The frequency response of one of 
the three filter sections contained in the 
resonant filter module. The figure illustrates 
how the filter parameters can be indepen- 
dently varied by means of the control poten- 
tiometers. 


Figure 4. Detailed circuit diagram of the filter 
module. 


Figure 5. Track pattern and component lay- 
out of the filter module p.c.b. (EPS 9951-1). 
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Parts list to figure 4 and 5. 


Resistors: 
R1,R2,R48,R49,R51,R52= 100k 
R3,R8,R12,R15,R18,R23, 

R27,R30,R38,R42,R45 = 10 k 
R4,R6,R17,R19,R21, 

R32,R34,R36,R47 = 22k 
R5,R9,R10,R20,R24, 

R25, R35, R39, R40 = 15 k 
R7,R22,R37 = 1 k (see text) 
R11,R14,R26,R29, 

R41,R44 = 220 2 (see text) 
R13,R16,R28,R31,R43, R46 = 12 k 
R50 = 470 2 


Potentiometers 

P1,P4,P7 = 47 k (50 К) logarithmic, 
stereo, dia 4 mm 

P2,P5,P8,P10 = 47 К (50 К) logarithmic; 
dia 4mm 

P3,P6,P9 = 10 К logarithmic, 
stereo; dia 4 mm 


Capacitors (all Siemens MKM, MKH or 
other polycarbonate/polyester type) 
C1=680n 

C2,C3,C4,C5,C6,C7 = 6n8 (see text) 
C8,C9 = 1 u 

C10... C19=100n 


Semiconductors: 

IC1 = LF 356 (National Semiconductors), 
Mini DIP 

1€2,1C3,1C4 = TL 084, TLO74 
(Texas Instruments) 

1С5 = LF 357 (National Semiconductors) 
Mini DIP 


Miscellaneous: 

31-way DIN 41617 edge connector or 
terminal pins 

S1 = miniature SPDT 

2 miniature sockets 3.5 mm dia. 

10 x 10 mm collet knobs (with pointer) 

1 front panel 











With the values for R and Ro given in 
the circuit diagram, the maximum gain 
of the filter is approx. +15 dB. The 
quality factor, Q, can be varied by P2 
(PS, P8) between roughly 0.8 and 5. 
The centre frequency can be varied 
between approx. 50 and 2300 Hz, 
which is more than sufficient for normal 
use. The frequency range can, however, 
be modified by altering the value of a 
number of components; the necessary 
changes are detailed in the appendix. 
Maximum Q is obtained for the mini- 
mum resistance of the Q-potentiometer. 
The maximum Q can therefore be 
increased by reducing the value of R7 
(R22, R37); in this way a Q of between 
20 and 30 can easily be obtained. A 
v high Q is useful when processing wave- 
forms such as squarewaves, which have 
very steep edges. These tend to set the 
filters 'ringing' at their resonant fre- 
quencies, and produce percussive ef- 
ELEKTORUSIZLZEWI fects. For R7 (R22, R37) = 4709, 
а О of 11.3 is obtained; R7 = 330 Q 
gives a Q of 15.8, and R7 = 2202aQ 
of 23.4. The higher the Q, the more 
pronounced the percussive effect. 
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Figure 6. Because of the large number of con- 
trols, the front-panel for the resonant filter 
module is clearly different from the other 
Formant front-panels (EPS 9951-2). 


Figure 7. Wiring diagram for the components 
mounted on the front-panel. 


Construction 

The printed circuit board for the 
resonant filter module is shown in fig- 
ure 5. 

As far as the selection of components is 
concerned, the criteria which applied in 
the case of the Formant are also valid 
here. The only difference is that in view 
of the large number of front-panel con- 
trols (10 potentiometers) it is strongly 
recommended that miniature com- 
ponents (miniature pots with 4mm 
diameter spindles) be used. In this way 
the controls can be arranged in func- 
tional groups of three to a row. 


The front oanel for the filter module is 
shown in figure 6, and the details of the 
wiring for the front-panel controls are 
Siustrated in figure 7. In contrast to the 
other Formant modules, the resonant 
Siter module requires no calibration or 
sdpustment procedure. The operation of 
the circuit can be checked by feeding in 
2 white noise input from the noise 
module. Varying the three filter par- 
ameters should produce clearly audible 
changes in the resulting sound. It will 
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also be apparent that rapid variation of 
the Q- and fo controls produces effects 
similar to phasing, thus the filter mod- 
ule can be used to provide manual 
phasing. 

The scale on each of the fo poten- 
tiometers on the frontpanel is calibrated 
with five nominal frequencies. The three 
middle settings in particular should be 
viewed as rough guidelines, since the 
resistance curve of logarithmic poten- 
tiometers can exhibit fairly wide toler- 
ances. 

The filter module should be placed 
between the COM-module and the 
power amp. However, if one wishes to 
use the headphone output on the COM- 
module, the resonant filter module can 
be connected directly before the latter. 


Appendix 

With the component values given in the 
circuit diagram, the centre frequency of 
the filters can be varied between roughly 
50 and 2300 Hz. To calculate the cor- 
rect values for higher frequencies than 
this, the procedure is as follows: 





Firstly, the desired maximum frequency 
of fo can be used to calculate the value 
of C2 = СЗ = C4 = С5 = Сб = С7 = С 
from the following equation: 
16 
fo max 

where C is in nanofarads and fo in kHz. 
Secondly the value of resistor R (see 
figure 2) can be determined on the basis 
of the desired minimum centre fre- 
quency fo min: 

16 
C+ fo min 
where C is in nanofarads, R is in kQ, 
and fo in kHz 
The value of Ro = R11 = R14 - R26 - 
R29 = R41 = R44 can be calculated 
from: 


R- 





where R and Ro are іп КО. These 
equations can be used to check the 
values of figure 4. м 
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Users of the Elektor SC/MP 
system may eventually wish to 
expand the system memory. If 
any significant extension of the 
memory is contemplated then it 
will be necessary to buffer the 
data bus, which can be 
accomplished with the simple data 
bus buffer described in this 
article. 





The SC/MP microprocessor is capable of 
addressing up to 65 К of memory. The 
memory capacity of the Elektor SC/MP 
system can be expanded by the addition 
of extra 4 k RAM cards (see Elektor 37, 
March 1978) or by adding other types 
of memory (e.g. ROM or PROM). The 
address bus of the Elektor SC/MP 
system is already buffered by tristate 
buffers on the CPU card and can easily 
drive this amount of memory. The data 
bus however, is unbuffered, i.e. the data 
lines of the SC/MP chip are connected 
direct to the data bus, and the limited 
drive capability of the SC/MP means 
that the data bus will be unable to 



























































































handle large additional sections of 
memory. 
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A large portion of page ‘0’ of the 
memory is accomodated on the CPU 
card and is therefore connected direct 
to the SC/MP data lines. It is obviously 
not possible (or necessary) to buffer this 
section of memory. However, the load 
on the SC/MP can be kept well within 
its drive capability by leaving page ‘0’ of 
the memory unbuffered and buffering 
the remainder of the data bus. This is 
done by connecting a data bus buffer 
between the first busboard of the 
system and the second busboard, The 
CPU card, memory extension card and 
HEX 1/0 card are then plugged into the 
first busboard whilst the additional 
memory cards are plugged into the 
second and subsequent busboards. This 
is shown in the block diagram of 
figure 1. 


Since the data bus is bi-directional, i.e, 
the SC/MP can write information onto 
the data bus or read information from 
it, the data bus buffer must also be bi- 
directional. In other words, when the 
SC/MP is sending data along the bus 
then the buffer must present a high 
impedance to the SC/MP and a low 
impedance to the bus. Conversely, when 
the SC/MP is reading data from the bus 
the buffer must present a high input 
impedance to the bus and a low output 
impedance to the SC/MP. If, however, 
the SC/MP is reading data from page ‘0’ 
of memory then the output of the 
buffer must assume a high impedance, 
otherwise the buffer would load the 
memory output. 


The circuit of the bi-directional data bus 
buffer is given in figure 2, It utilises two, 
dual-four-bit tri-state buffers, each of 
which is connected in 'reverse-parallel" 
to form a bi-directional buffer. The 
NWDS and NRDS lines are used to 
control the buffers so that when SC/MP 
is writing onto the data bus the buffer 
is active in one direction and when 
SC/MP is reading from the bus the 
buffer is active in the opposite direction. 
When the SC/MP is addressing page ‘0° 
of the memory the chip enable output 
for the address decoder ( CE) is low and 
this is used to inhibit both ІСІ and IC2 
via М1 and №4 so that their outputs are 
in the high impedance state. 








databus buffer 
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Parts list for figures 2 and 3 


Capacitors: 
C1=100n 


Semiconductors: 
IC1,C2 = 81 (LS) 97 

(National Semiconductor) 
IC3 = 74 (LS) 00 
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Printed circuit board 


A printed circuit board and component 
layout for the data bus buffer are shown 
in figure 3. This board is designed to be 
ted between two busboards as 
shown in figure 4. The buffer board can 
be mounted at right angles to the plane 
of the busboards and joined to them by 
short wire links although, for clarity, it 
shown detached in figure 4. All those 
commections on the first busboard not 
5mked to the buffer board should be 
commected direct to the corresponding 
рошиз on the second busboard. 











Figure 1. Block diagram showing how the 
buffer is connected into the bus system. 


Figure 2. Circuit of the data bus buffer. 


Figure3. Printed circuit board and com- 
ponent layout for the data bus buffer 
(EPS 9972). 


Figure 4. Wiring diagram showing how to 
interconnect the buffer board with the 
busboards. For clarity the buffer board is 
shown detached from ths busboards but in 
practice it is mounted at the intersection of 
the busboards, at right angles to them and is 
connected by short wire links. 





Once the buffer has been installed all 
cards containing page ‘0’ memory 
addresses (CPU card, memory extension 
card and HEX ЏО card) must be 
plugged into the busboard on the left 
of the buffer, whilst cards containing 
other memory pages may be connected 
to the busboard(s) on the right of the 
buffer. 

Finally, it should be remembered that 
each additional 4k RAM card draws 
an extra 1 A from the power supply, so 
it will be necessary to uprate the supply 
accordingly if the memory is ис 
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Elektor 19, December 1976 featured a 
Domestic Early Warning (DEW line) 
system, which could also relay alarm 
signals from remote locations to a 
central post. Alarm sensors such as 
telephone bell repeater, freezer alarm, 
water level alarm etc. could be linked up 
to the DEWline. However, the big 
disadvantage of the DEW line was that 
it gave no clear indication of which 
sensor was sending the alarm, a 
deficiency which is remedied in the 
Central Alarm System. 

A block diagram of the CAS is given 
in figure 1. It will be seen that each post 
is simply connected to a three-wire bus. 
There is no need to connect each 
station to the central station by separate 
wires, which greatly simplifies wiring of 
the system and can also save cost if a 
long cable run is required to a number 
of remote stations. Additional stations 
can also be added at a later date simply 
by linking them into the existing bus 
system. 

It is obviously a simple matter to send 
an alarm indication along three wires, as 
was done in the DEW line, but how, 
using only three wires is it possible to 
indicate which station has sent the 
alarm? 

The answer is to use time division 
multiplexing of the signals. As shown 
in the more detailed block diagram 
(figure 2), each station contains a 
decade counter which is made to 
count in synchronism with a counter in 
the master station. By this means each 
station is allocated a time slot during 
which it can send back an alarm to the 
central station. The first of the three 
wires of the system bus is simply a 
ground, the second wire is used as the 
alarm line to send signals back to the 
central station and the third wire is 
used to transmit sync and clock pulses 
to remote stations. An ingenious feature 
is that this third wire is also used to 
transmit power to the remote stations 
by allowing the sync and clock pulses 
to charge up a capacitor in the remote 
station. The remote station then oper- 
ates from this stored voltage. 

In addition to the alarm indication at 
the master station provision is also made 
for slave indicator stations which can be 
mounted anywhere along the system 








The Central Alarm System (CAS) 
will relay an alarm indication from 
a number of remote stations to a 
central location along a common 
bus system. Audible indication of 
the alarm is provided together 
with a visual display of which 
station has sent the alarm. The 
applications for this system are 
limited only by the ingenuity 

of the reader. 





bus. These are similar to the master 





station except that their synchronis- 
ation and power are provided along the 
system bus in the same manner as the 
alarm stations. 


Sync and clock waveform 

The synchronising and clock waveform 
is shown in figure 3. The clock wave- 
form is derived from the mains fre- 
quency, 50 Hz or 60 Hz depending on 
country. At the beginning of each clock 
pulse train is a 300 ms synchronising 


[pulse which is used to reset all the 


counters in the system to zero, ensuring 
that every counter stays in synchronism 
with the master station counter. This is 
followed by a sequence of 9 clock 
pulses, which step every counter 
through 1 to 9. Each alarm station is 
allocated a number, and the corre- 
sponding output of its counter is 
connected via the alarm sensor circuit 
to the alarm line. Thus, for example, 
at station 5, output 5 of the counter 
will be connected to the alarm line and 
station 5 can therefore send an alarm 
signal only when output5 of the 
counter is high. In practice a saving may 
be made by connecting two alarm 
sensors to one station, as will be seen 
later. 


Alarm station 


To understand the operation of the 
complete circuit it is perhaps best to 
begin with a description of the alarm 
station, whose circuit is shown in 
figure 4, Sync and clock pulses are 
picked off the bus at point (S). The 
positive-going pulses charge up C13 
via D25, the voltage across C13 being 
used to power the station. As CMOS 
devices are used the power consump- 
tion of the station is small and a value 
of 68u is adequate for C13 in most 
cases. However, power for the alarm 
sensor may also need to be derived 
from this rail, and if this additional 
loading causes excessive supply ripple 
then the value of C13 must be 
increased. 
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1 
master station 
with 
sync and clock 
generator 
2 
MASTER STATION SLAVE STATION ALARM STATION 
а е аа ше iei сип 
1 1 alarm | 
1 | sensor 1 
1 1 | 
| ! | 
| | І 
| ! І 
| 1 | 
| l | 
| ! | 
1 р | 
| ! | 
І ! | 
i i І 
| 
| ! | 
П 1 
| i | 
4 | 
l ! 1 
П | 1 
| | | 
I | 
1 П П 
1 1 | 
ашы [BRIE ic 
— —— 0 (ground) 
$9.1 
Figure 1. Block diagram of the CAS, showing 
a the three different types of station connected 
to.the system bus. 
Figure 2. Detailed block diagram showing 
the master station, one slave station and one. 
alarm station. 
Figure 3. The clock/sync waveform. 
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№2 = IC15 = 4093, 

















The sync/clock waveform is also fed to 
the clock input of the counter 1С16, 
and to a sync pulse detector, which is a 
retriggerable monostable multivibrator 
comprising Schmitt triggers N49 and 
N50. When clock pulses are present the 
output of N49 goes alternately high and 
low at 50 Hz and C14 is charged via 
D29, holding the input of №0 high. 
During this time IC16 counts clock 
pulses. During the 300 ms sync-pulse 
the input of N49 is held high, its output 
is low and C14 discharges via R41. 
When the lower threshold of NSO is 
reached the output of N50 goes high 
and a reset pulse is applied to IC16 via 
Cis. 

Two alarm inputs are provided at 
points X and У. This allows two alarm 
sensors to be connected to a single 
alarm station, which can be useful if 
two sensors are located fairly close 
together, as it saves the cost of a station. 
Each sensor is allocated a number and 
one input of the appropriate gate is 


























N1,N2,N3,N14 = ICT = 4093 

N4,N5,N8,N9 = IC3 = 4011 

N10,N12 = ICA = 4011 
N18 = 1С5 = 4010 

+- №1 = 6 = 4010 

№22... N24 = IC7 = 4011 
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linked to the corresponding output of 
IC16. In the example shown the input 
of N52 is linked to output 5 of IC16. 
The output of N52 is normally high. 
If an alarm signal takes point Y high 
then when output 5 of IC16 also goes 
high the output of N52 will go low. The 
result is that a negative-going alarm 
pulse will be sent back down the alarm 
line each time the clock pulse sequence 
reaches count 5. 


Master station 

The circuit of the master station is 
given in figure 5. Clock pulses are 
derived from a 6 V AC supply, which is 
half-wave rectified by D2 and squared 
up by Schmitt trigger №. Т1 and T2 
buffer the output of N2 to provide a 
low impedance drive to the bus. The 
master station counter, IC2, also counts 
clock pulses from the emitter of T2. 
Each time IC2 reaches count zero the 





Figure 4. Circuit of an alarm station. 
Figure 5. Circuit of the master station. 


Figure 6. Circuit of a slave station. 


‘0’ output of IC2 goes high, taking the 
input of NI high via C2. The output of 
NI goes low, taking pin 9 of N2 low and 
inhibiting the clock pulses. 

C2 charges until, after about 300 ms, 
the voltage at the input of М1 has fallen 
to its lower threshold, when the output 
of NI goes high and clock pulses are 
again through N2. Each output of IC2 
(except ‘0°) is connected to one of the 
inputs of N4 to N12. The other inputs 
of these gates are joined and connected 
to the output of N3, whose input is 
connected to the alarm line. Normally 
the alarm line is high, so the output of. 
N3 will be low and the outputs of N4 
to N12 will be high. 

If there is an alarm from, say, sensor 4 
then the alarm line will go low when the 
clock sequence reaches count 4, The 
output of N3 will thus go high at this 
time. Output 4 of IC2 will also be high, 
so both inputs of N7 will be low and its 
output will be high. Via buffer N16 
LED D7 will therefore be lit. 






































№25... N27,N35 = IC8 = 4093 
N28,N29,N32,N33 = [C10 = 4011 
N30,N31,N34,N36 = 1С11 = 4011 
N37... №42 = IC12 = 4010 

Маз... №45 = IC13 = 4010 
NA6.. .. №48 = 1С14 = 4011 
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Parts list for figure 8 


Resistors: 
R40 = 100 k 
R41 = 220 k 
R42=47k 
R43=1M 


Capacitors: 
C13* = 68u/16 V 
С14 = 220 п 

С15 = 22 п 
Ci6-1n 


Semiconductors: 

D28 - 1N4001 
D29...D33- 1N4148 
1C15 = 4093 

1С16 = 4017 









































Parts list for figure 9 


Resistors: 

RIR2-1M 

R3-2k7 

R4,R16 = 4k7 
R5,R18,R19 = 100 k 
86... R14 = 8202 
R15 = 22 

В17 =15К 

R20 = 470 k 

P1 = 220 02 (250 22) preset 


Capacitors: 

1 = 1000 4/16 V 
С2 = 100 п 
C3,C4=10n 
C5 = 680 п 


Semiconductors: 


T1 = BC107 
Т2 = 2N3055 
тз = TUN 
01,02,013 = 1N4148 
D3= 





1€3,1C4,1C7 = 4011 
1C5C6 = 4010 


Miscellaneous: 


LS1 = Loudspeaker, 15 2 
or greater 
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Of course the LED lights for the dur- 
ation of only one clock pulse during 
the complete clock sequence, and since 
the clock sequence repeats about twice 
a second the LED will flash at a 2 Hz 
rate. 

An audible alarm warning is provided 
by an astable multivibrator N47/N48, 
which drives a loudspeaker via Т4. 
Normally pin 1 of N47 is low and the 
astable is inhibited, but when pulses 
appear on the alarm line the output 
of N46 goes-alternately high and low, 
charging up C12 via D27 and activating 
the audible alarm, 


Slave station 

Figure 6 shows the circuit of the slave 
station, which might be described as a 
cross between the master station and 
the alarm station. The audible and visual 
alarm sections of this circuit are 
identical to those of the master station, 
but it derives its sync, clock and power 
from the bus in the same manner as the 
alarm station, and uses an identical sync 
pulse detector. 


Alarm sensors 
Circuits for the alarm sensors may vary 





Figure 7. A selection of alarm sensors. a. Water 
level alarm. b. Voltage failure alarm. c. Over- 
temperature alarm. d. Telephone alarm. 


Figure 8. Printed circuit board and com- 


ponent layout for the alarm station. 
(EPS 9950-3). 
Figure 9. Printed circuit board and com- 
ponent layout for the master station. 
(EPS 9950-1). 





from the very simple to the complex. 
Whatever the circuit, it must take the 
X or Y input of the alarm station high 
when an alarm condition is sensed. A 
selection of alarm sensors are shown in 
figure 7. Figure 7a is a water level sensor. 
Normally the input of the alarm station 
is pulled low by the 1 M resistor, but 
when the probes are immersed in water, 
or some other conductive liquid, the 
input to the alarm station goes high. 
Figure 7b shows а voltage failure 
detector using a relay. While the supply 
is present the relay is pulled in and the 
contact is closed; should the supply 
fail the relay will drop out and the 
contact will open, causing the alarm 
station input to be pulled up by the 
1 M resistor. Figure 7c shows an over- 


temperature alarm sensor. As the 
temperature rises the resistance of the 
NTC thermistor falls and the input 


voltage to the alarm station rises until 
it exceeds the upper threshold of 
Schmitt trigger N51 or N52. The alarm 
temperature is adjusted by the 220k 
potentiometer. An undertemperature 
alarm sensor can be constructed by 
transposing the positions of the ther- 
mistor and potentiometer. Finally, 
figure 7d shows a telephone bell alarm 
sensor. The signal from the telephone 
pickup coil attached to the base of the 
‘phone is amplified by Т1 and T2 and 
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Parts list for figure 10 


Resistors: 
R21,R25,R37,R38 = 100 k 
R2: 





P2 = 220 П (250 2) preset 


Capacitors: 
C6* = 470 u/16 V 
С7 = 2200 

С8 = 22 п 
C9-1n 

С10,С11 = 10n 
С12 = 680 п 





Semiconductors: 

T4=TUN 

014 = 1N4001 
С15,016,017,027 = 134148 
018...026= LED 

1С8 = 4093 

1С9 = 4017 

1C10JC11/C14 = 4011 
1€12,1C13 = 4010 





Miscellaneous: 


LS2 = Loudspeaker, 15 2 
or greater 








rectified by the diode to give a DC 
voltage which takes the alarm input 
high. 

These are just a few examples of the 
types of alarm sensor that can be used 
and the possibilities are limited only by 
the ingenuity of the constructor. 


Construction 

Printed circuit boards and component 
layouts for the alarm station, master 
station and slave station are given in 
figures 8, 9 and 10 respectively. The 
master station of course requires a 6 V 





transformer to provide power and clock 
pulses for it and the rest of the system. 
Since the slave stations consume around 
50 mA when indicating an alarm it may 
be necessary to increase the value of 
C1 in the master station if more than 
one slave station is used. It may also be 
advisable to increase the value of C6 
if supply ripple is a problem at the 
more remote slave stations. The current 
rating of the transformer should be 
adequate to supply all the stations 
included in the system, allowing about 
50 mA for the master station and each 
slave station and a few mA for each 
alarm station. 





Figure 10. Printed circuit board and com- 
ponent layout for the slave station. 
(EPS 9950-2). 


If a large number of slave stations are 
to be used then it is perhaps best to 
equip each one with its own mains 
power supply. This simply means dis- 
connecting the anode of D14 from the 
board and connecting a 6 V AC supply 
between the anode of D14 and 0 V. 

For wiring up the system any type of 
three-core cable may be used, for 
example light-duty (3 A) mains flex. 
Screening of the cable is not necessary 
in a normal domestic environment, 
but for a neat appearance twin 
screened (stereo) audio cable could also 
be used, in which case the screen should 
be connected to 0 V. 
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VHE/UHF - 
tv-modulator 


To illustrate the principle of the TV 
modulator it is useful to look at a 
typical video waveform and the corre- 
sponding modulated r.f. signal, both of 
which are illustrated in figure 1. 

Figure la shows one line of a video 
waveform. The maximum positive 
excursion of the signal is known as 
white level, since it is the signal 
obtained from white areas of the pic- 
ture. Line sync pulses are, of course, 
present at the beginning of each line, 
and are distinguished from picture 
information by the fact that they are 
negative-going pulses from 33% of white 
level down to zero (sync level). Picture 
information, on the other hand, extends 
from 33% (black level) up to 100% 
(white level). This description of a video 
signal is necessarily rather brief, and the 
various levels, etc. for broadcast video 
signals are, of course, defined much 
more rigorously. 

An r.f. signal amplitude-modulated with 
this video signal is shown in figure 1b. It 
will be noted that the type of modu- 
lation employed is negative modulation, 
ie. minimum video signal level (sync 
level) corresponds to peak r.f. signal 
level and vice versa. This type of modu- 
lation is used in the practical modulator 
circuit, which means that it is unsuitable 
for use with British, VHF, 405-line TV 
sets, which use positive modulation. In 
the UK the modulator must be used 
with UHF, 625-line sets, which are 
designed for negative modulation. 

The VHF output capability of the 
modulator is principally intended for 
use in countries outside the UK which 
use VHF systems employing negative 
video modulation. 

In a broadcast TV transmitter great 
care is taken to ensure that the carrier 
is a pure sinewave, otherwise spurious 
Signals could occur around harmonics 
f the carrier frequency. Steps are also 
taken to reduce wastage of transmitter 
power by partial suppression of the 
carrier, and one of the sidebands of the 
Signal is also partially suppressed to 
minimise the bandwidth of the trans- 
mitted signal. This is illustrated in 
figure 2. 

ts а TV modulator for domestic use 
nome of these criteria apply, since the 
signal is not going to be broadcast (and 
cate must be taken to ensure that it is 





Designed principally for use with 
the TV Scope described elsewhere 
in this issue, this easy-to-build 
circuit will modulate a video signal 
onto an r.f. carrier to give a signal 
that may be fed direct to the 
aerial socket of a VHF or UHF 
television receiver. 











not broadcast) There is no need to 


suppress the carrier or one of the 
sidebands, and the presence of har- 
monics of the carrier frequency is a 
positive advantage since (if the carrier 
fundamental is in the VHF band) it 
allows TV sets to be tuned to these 
harmonics right through from the 
VHF band to the UHF band. This 
means that a single modulator can 
supply signals to both VHF and UHF 
sets and makes tuning easier, since the 
set can be tuned to a signal at one of 
several frequencies throughout Из 
tuning range. 


Modulator circuit 


The fundamental carrier frequency is 
derived from a 27 MHz crystal in an 
oscillator circuit based on Т1 in figure 3. 
For domestic use, crystal stability is not 
always required. In that case the crystal, 
X1, can be replaced by а 10 n capacitor. 
The output signal of this oscillator is 
amplified by T2 and T3 and differen- 
tiated by the three RC networks C3/R4, 
C4/R6 and CS/(R9 + РІ). The resulting 
waveform at the junction of R8 and R9 
is a sequence of short spikes containing 
harmonic multiples of 27 MHz up to 
around 1 GHz. 

The video signal is fed in via P2 and 
modulates the carrier by varying the 
forward bias on D1 and thus changing 
its impedance. This causes the level of 
the r.f. signal appearing across R10 to 
vary in sympathy with the video input 
signal, i.e. the carrier signal is amplitude 
modulated. The signal is coupled out 
via C7 to a coaxial output socket. R13 
matches the output impedance of the 
modulator to that of the coaxial cable. 
Potentiometer P1 can be used to set the 
carrier level by varying the static 
forward bias on D1, whilst P2 adjusts 
the video input level and hence the 
modulation depth. 


Construction and adjustment 

A printed circuit board track pattern 
and component layout are given in 
figure 4. This board is available from 
the Elektor Print Service, EPS No. 9967. 
Two alternative mounting positions are 
provided for the crystal, allowing for 
two different pin spacings. 
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Figure 1. a. One line period of a typical video 
signal, showing picture information and line 
sync pulses. b. An r.f. carrier modulated with 
the signal of 1a, using negative modulation. 





Figure 2. a. Spectrum of a broad: 
with partially suppressed lower si 
vestigial carrier. b. Spectrum of a TV modu- 
lator for domestic use, in which both 
sidebands and the carrier are retained. This 
spectrum is also repeated at multiples of the 
carrier frequency. 





Figure 3. Complete circuit of the TV modu- 
lator. The precise frequency of the crystal is 
not critical and any radio control crystal 
around 27 MHz will be suitable. 


Figure 4. Printed circuit board and com- 
ponent layout for the circuit of figure 3. 
(EPS 9967). 








* see text 








1,72 = BF 494 
ТЗ = ВРУ 90 
D1 = 1N4148 








Because of the high frequencies involved 
the board is designed with a generous 
earth plane for stability. In addition a 
screening plate, made of tinplate or a 
piece of copper laminate board is con- 
nected between the oscillator and 
modulator. The completed board must 
be mounted іп a metal box for screening, 
to avoid the possibility of stray 
radiation. 

The modulator may be powered from 


+12 V to +15 V unstabilised DC supply, 
which is stabilised at +5 V by the IC 
regulator on the board. Alternatively, 
the unit may be powered direct from 
an existing stabilised +5 V supply, in 
which case IC1 should be omitted and 
the holes in the board for its two outer 
pins should be bridged by a wire link. 

Setting up the modulator is extremely 
simple. Connect the modulator to the 
aerial input of the TV set using 75 Q 


coaxial cable, then switch on the modu- 
lator and the TV set. Set P1 to its mid- 
position and tune the TV set to one of 
the harmonics of the carrier, This will 
be around channel 7 (189 MHz) in the 
VHF band and at a number of fre- 
quencies in the UHF band. When the 
carrier is picked up the screen of the 
TV set will darken and noise (snow- 
storm effect) will disappear. 

A video signal may now be fed in, and 
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Parts list to figure 2. 


Resistors: 
ЯТ = 33k 

82 = 22 
R3,R9 = 470 2 
R4=1k 





ВБ = 2202 
R6 = 2702 
Я? = 1502 
R8 = 6k8 
810,911 = 100 
812 = 1k5 
R13 = 68 
P1 = 2k5 (2k2) 
preset potentiometer 
P2 = 1 k preset potentiometer 





Capacitors; 

C1,C7 = 33р 

С2= 120р 

C3,C4,C5 = 8р2 

C6-22p 

CB,C9 = 1 u/16 V tantalum 


Semiconductors: 

11,72 = BF 194, BF 195, BF 254, 
BF 255, BF 494, BF 495. * 

T3- BFY 90 

D1 = 1N4148 

IC1 = 7805 (see text) 


Miscellaneous: 

L1-14H 

X1 = crystal, 27 MHz approximately. 
lor X1 = 10 nF, see text) 

















fo t— 
9967 2a 

j fe „> 

9967 2b 























P2 should be adjusted so that the video 
signal level does not exceed 3 V peak- 
to-peak at its wiper. 

The TV set may now be tuned to the 
sideband which gives the best picture. 
If tuned to the wrong sideband the 
picture will tend to appear negative. 
И the picture lacks vertical synchronis- 
ation (i.e. rolls) it will be necessary 
to adjust Pl until it stabilises. P2 is 
used to adjust the contrast by varying 


the video input level, but should not be 
turned up too much or the modulator 
will overload, causing the picture to 
appear negative on highlights. 

Finally it should be noted that, when 
using the modulator, the output should 
always be connected direct to the TV 
set via a length of coaxial cable and 
must never be connected to any un- 
screened wire or other conducting 
object that could act as an aerial, 


otherwise the user could receive an 
unwanted visit from the Post Office 
Radio Interference Officer! к 
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TV scope-basic 


version 


As explained in the accompanying 
introductory article, there are two 
different versions of the TV scope. 
The following article describes the 
practical circuit and constructional 
details of the basic version; the 
extended or ‘de luxe’ scope will be 
discussed in a second article to be 
published next month. 

















Since the fundamental principles of the 
TV scope have already been discussed, 
we can proceed straight to the block 
diagram of the basic TV scope shown in 
figure 1. Although the design shown is 
for a two-channel scope, it can of course 
be adapted for single-channel operation 
simply by omitting the Yg input ampli- 
fier (shown in dotted lines). 

The input amplifier Уд allows either 
continuous or stepwise adjustment of 
the input sensitivity of the scope. The 
maximum gain of the input amplifier is 
x 23, and this corresponds to the maxi- 
mum sensitivity of 10 mV/div. The out- 
put voltage, uya, of the input stage is 
fed to a comparator circuit, where it is 
measured against a sawtooth reference 
voltage, uref. 

The moment uyg equals the sawtooth 
voltage, uref, the comparator triggers а 
monostable which provides a ‘white- 
level’ pulse, ира. 

Exactly the same process occurs in the 
case of the other input signal, uyp, on 
the second channel. The white-level 
pulses from both channels are then 
summed, and the resulting signal is fed 
to a video mixer circuit where it is 
provided with the necessary sync pulses 
and a signal which generates a graticule 
onthe screen. The circuits for generating 
both the sawtooth reference voltage and 
the graticule signals are synchronised by 
a central timebase. 

The timebase signal is derived either 
from a fixed crystal oscillator or else an 
oscillator which can be varied over a 
small frequency range. Finally, the 
block diagram includes a modulator, 
which in the vast majority of cases will 
be required to modulate the video 
output signal of the TV scope onto an 
rf. carrier wave, thus allowing it to be 
received on a conventional TV set. The 
modulator is shown in dotted lines 
however, since it forms the subject of a 
separate article contained elsewhere in 
this issue. 


Input amplifier 
The complete circuit diagram of the 
input amplifier is shown in figure 2. 








As in the other circuit diagrams. con- 
tained in this article, a number of volt- 


ages are shown; those in brackets, 
however, refer not to the present expla- 
nation of the basic TV scope, but rather 
to the description of the extended 
version of the scope which will be pub- 
lished next month, 

The input signal, uj, is fed via an AC 
coupling capacitor, C3, to a switched 
input attenuator (КІ... R7). The input 
capacitor can be switched out of circuit 
by means of S2, so that the scope can 
also accept DC input signals. From the 
attenuator the signal is fed to the input 
of the amplifier stage based on op-amp 
А1. The gain of this stage can be con- 
tinuously adjusted with the aid of 
potentiometer Pl, the fine sensitivity 
control. 

A2 and A3 together form a unity-gain 
non-inverting amplifier; P2 varies the 
DC bias level on the non-inverting input 
of A3, which in turn varies the 
Y-position of the trace. 

A4, which is necessary for DC bias 
balancing of the analogue shift registers, 
will be discussed in greater detail in the 
article on the extended version of the 
scope. 

A printed circuit board (the ‘Y-board’) 
has been designed to accommodate the 
circuit of figure 2. The track pattern 
and component layout of the board are 
shown in figure 3. As can be seen, the 
switch and potentiometers are mounted 
directly on the board to facilitate 
construction. Normal 575 components 
are used in the voltage divider network, 
and these should prove quite adquate 
for most applications; if desired, 
however, closer tolerance resistors can 
be used. Two Y-boards are required for 
a two-channel version of the basic 
TV scope. 


Main board 

The main board accommodates a num- 
ber of circuits which perform a variety of 
different functions. There is the crystal 
oscillator, the timebase circuit, which is 
also responsible for generating the 
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graticule, and the white-level pulse 
generator which produces the actual 
trace on the screen, 
For the sake of clarity, each of these 
circuits is granted a separate diagram, 
i.e. figures 4a, 4b and 4c respectively. 
Figure 4a shows the circuit diagram of 
the crystal oscillator. A 4.433 MHz 
crystal is used, and since this type is 
commonly found in a number of colour 
TV sets it is both reasonably cheap and 
easy to obtain. 
| The output of the actual oscillator 
| circuit round Т1 is fed via a NAND- 
| buffer to a frequency divider, ICI. This 
is a CMOS decade counter, which is in 
fact connected as a nine-counter. The 
| output of the frequency divider, which 
forms the output signal, uf, of the 
Oscillator circuit, is one-ninth of the 
crystal frequency, ie. 492.5 kHz. The 
circuit also has an input for a control 





Figure 1. Block diagram of the basic version 
of the TV scope. The ‘optional’ sections of 
the circuit (i.e. the second input amplifier and 
the sync circuit) and the TV-modulator, which 
is discussed elsewhere in this issue, are shown 
in dotted lines. 


Figure 2. The circuit diagram of the input 
amplifier. Those voltages which are shown in 
brackets refer to the description of the 
extended TV scope to be published next 
month. For a two-channel version of the 
scope two such circuits will obviously be 
required. 





voltage, Uxtal; if uxta] equals the supply 
voltage of 15 V, the oscillator functions 
normally and a signal is present at the 
output of the circuit; however, if uxtal 
equals 0 V the oscillator is inhibited and 
no output signal is produced. This 
control input functions in conjunction 
with the sync circuit, which will be 
discussed later. If, however, the sync 
circuit is not incorporated in the basic 
Scope, Uxta] should simply be connected 
to +15 V. 

The timebase circuit is shown in 
figure 4b. As far as the function of the 
basic TV scope is concerned, only three 
of the timebase outputs are of import- 
ance: the composite sync pulse, Usync, 
the line sync pulse, ипе, the period of 
which corresponds to the line period of 
the TV receiver, and ucal, which is 
responsible for generating the graticule 
or calibration lattice. A fourth timebase 
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Parts list for input amplifi 
(figures 2 and 3) 





Resistors: 
ЯТ = 820 к 
R2,R3,R16 = 82 К 
84,85 = 8К2 
R6 = 820 2 
R7,R8,R11 =1К 
R9,R15,R20,R21 = 100 К 
R10 = 22k 
R12 = 12k 
R13 = 5k6 
R14,R19 = 10 k 
R17,R18 = 15k 
R22,R23 = 220 k 
P1 = linear potentiometer, 100 К 
P2 = linear potentiometer, 10 К 
P3 = preset potentiometer, 
50 k (47 К) 
P4 = preset potentiometer 
5k (4k7) 


Capacitors: 
C1,C2 = 1 4/25 V tantalum 
C3- 100 п" 

C4=15p 





Semiconductors: 
1С1 = TL 084 


Miscellaneous: 

5 ingle-pole 4-way switch 

S2 = single-pole single-throw* 
switch 


*Note: C3 and S2 are not 
mounted on the p.c. board 
(see figure 16). 

















Figure 3. The p.c.b. for the input атр! 
(EPS 9968-1). With the exception of the 
AC/DC switch on which is mounted C3, the 
controls are mounted directly on the board, 
thereby facilitating construction. The board 
provided with a generous copper earth plane, 
however it should monetheless be carefully 
screened. 











Figure 4. The various circuits mounted on the 
main board: figure4a shows the crystal 
oscillator and 4b the timebase circuit, which, 
as can be seen, has a large number of outputs, 
although only four of these are utilised in the 
basic version of the TV scope. 
jure 4c shows the circuit which generates 
the white-level pulses for the trace of the 
input signal. In the case of the basic TV scopi 
ugate Output should be connected to the 
+ supply rail, regardless of whether it is a one- 
or two channel version. 



































BF 494, BF194 
BF 254, BF255 


М = 1/4 IC2 = 1/4 4011 








9968 4a 








output signal, ureset, although it does 
not affect the operation of the basic 
scope, is brought out as an external 
trigger signal for other devices (e.g. see 
figure 12 of ТУ Scope’ — contained 
elsewhere in this issue). 

All the timebase output signals are 
derived from a single input signal, utp. 
For most applications (with the excep- 
tion of those which require the variable 
sync circuit) цц is equal to the output 
signal, uf, of the crystal oscillator circuit. 
The input signal is fed to a number of 
dividers, the first two of which are 
formed by flip-flops FF1 and FF2. The 
following 12 divider stages are all con- 





tained in ICS, and the various divider 
outputs are combined using logic gates 
to produce the desired timebase output 
signals. These do not conform exactly 
to the CCIR-norm for television signals, 
but the differences are so small as to 
have virtually no effect in practice. The 
Usync Signal is the conventional com- 
posite sync signal, containing the line- 
and field sync pulses. This signal is fed 
straight to the video mixer. 

The uļine output produces only line 
pulses, and does so even during a field 
pulse in usync. The line pulses are used 
to trigger the sawtooth generator (see 
figure 1). 
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^ N5 = 1С7 = 4011 
. № = IC6 = 4012 
№... N11 = 14 = 4011 
№12 = 1/4 1С8 = 1/4 4071 

N13 = IC9 = 4068 
FF, FF2 = 1С3 = 4013 


(011) 





(a4) 


(a3) 
(reset) 
Ureset 
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* see text 


1С10 = 741 
1С11 = 709 

1С12 = 709 

N14 = 1/4 IC8 = 1/4 4071 
N15,N16 = 1/2 IC2 = 1/2 4011 














The trace of the input signal is not the 
only image displayed on the screen of 
the TV (-scope). There is also a graticule 
which can be used as a calibration grid. 
How this graticule is formed is illustrated 
im figure 5, where the TV screen is 
shown turned on its side. The vertical 
limes of the graticule (which define the 
time-axis) are generated by driving the 
picture signal to white-level at regularly 
recurring intervals, whilst the horizontal 
nes (which define the voltage-axis) are 
produced by a regularly spaced series of 
white-level pulses on each of the picture 
Блез. 

The signal used to generate these white- 
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level pulses is derived from the output 
of flip-flop ЕЕ! (see figure 4b), and 
consists of a squarewave with a fre- 
quency of 246 kHz. When fed to the 
monostable round C5, P4 and N2 the 
result is a train of narrow pulses with a 
repetition rate of roughly 4 из. This 
means that each picture line, which has 
a period of 64ys, contains 15 such 
pulses, i.e. the graticule has 15 horizon- 
tal lines. However not all of these lines 
are visible on the final picture displayed 
by the TV scope, since some occur 
during the line blanking interval, and 
also the extreme edges of the picture 
fall outside the screen of a conventional 





TV receiver. 

The pulse width of the monostable 
output can be varied by means of preset 
P4. This has the effect of varying the 
width of the graticule lines. 

The vertical graticule lines are generated 
by a 64$ white-level signal every 
32 lines. This is derived from ICS via 
NAND-gate N13. The interval between 
successive horizontal graticule lines is 
thus 32x 64 џѕ = арргох. 2 ms (see 
figure 19). The vertical- and horizontal 
graticule signals are combined in NAND- 
gate NS. 

The logic gating for the line sync pulses 
is provided by N6 and N8, whilst the 
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field sync pulses are derived via М7. 
These are combined by N4, N9 and N12 
to produce the composite sync signal, 


Usync- 

The white-level pulses which constitute 
the trace of the input signal are gener- 
ated by the circuit shown in figure 4c. 
T2 and T3 form a linear sawtooth 
generator, which in fact consists of a 
constant current source (T2) which is 
used to linearly charge capacitor C8. 
The capacitor is discharged via T3 by 
the line pulse ujine, which causes this 
transistor to saturate. The resulting 
sawtooth, uref, is thus in sync with each 
picture line. Via a buffer stage, IC10, it 
is fed to the comparator circuit formed 
by IC11 and IC12, where it is compared 
with the output signals, uya and цу, of 
the two input amplifiers. The white- 
level pulses are then generated by simple 
differentiating networks before being 








combined in the OR-gate, N14. N15 and 
N16 function as buffers. In the basic 
version of the TV scope the Ugate input 
should. be connected to +15У by 
means of the wire link adjacent to Р1 
(marked *). 

If a single-channel version of the basic 





Figure 5. This photo illustrates how the 
graticule is generated on the TV screen, The 
horizontal lines (with the TV turned on its 
side) consists of a regularly spaced series of 
white-level pulses in each picture line, whilst 
the vertical lines are produced by driving the 
picture signal of every 32nd line into the 
white level. 





Figure6. Track pattern and component 
overlay of the main p.c.b. (EPS 9968-2). The 
outputs are grouped so as to simplify the 
connections to the other boards. 


Figure 7. Circuit diagram of the video mixer. 
P1 and P2 are the intensity controls for the 
signal trace and graticule respectively. 


Figure 8. The operation of the video mixer is 
clearly illustrated in this pulse diagram. 


Figure 9. The p.c.b. of the video mixer 
(EPS 9968-3). 




















TV scope-basic version 


elektor october 1978 — 10-35 








Parts list for video mixer 
(figures 7 and 9) 
Resistors: 
RI = 33k 
R2= 47k 
R3= 10k 
R4=1k 
R5,R6 = 18k 
R7 = 2k2* 
P1 = 250 k (220 к) 

linear potentiometer 
P2 = 506 k (470 k) 

linear potentiometer 
РЗ = 1 k preset potentiometer 


Capacitors: 
C1=100n 


Semiconductors: 

71,72 = TUN 

01,02 = DUS 

D3 = LED* 

"Мохе: R7 and ОЗ аге not actually 
mounted on the board proper 

(see figure 16) 











Parts list for main board 
(figures 4 and 6) 


Resistors: 
R1,R9= 15k 
R2-47k 
R3=1k 
R4 = 3k3 
В5- 102 
Яб = 10 к 
R7= 470 0 
R8,R10,R112 47 Q 
P1 = preset potentiometer, 
2k5 (2k2) 
P2,P3,P4 = preset potentiometer, 
10k 


Capacitors: 

С1=82р 

C2 = 220р 
С3,С4,С7,С11.,.С17 = 100 п 
C5,C9,C10 = 100 p 

C6 = 202/25 V tantalum 
C8=10n 

C18 = 447/35 V tantalum 





Semiconductors: 

IC1 = CD 4017 

1C2,1C4,1C7 = CD 4011 

IC3 = CD 4013 

1СБ = CD 4040 

IC6 = CD 4012 

1С8 = CD 4071 

1С9 = CD 4068 

1С10 = 741 

1C11,1C12 = 709 

T1 = BF 194,BF 195,BF 254, 
BF 255,BF 494 BF 495 

T2 = TUP 

T3 = TUN 

01,22 = DUS 


Miscellaneous: 
X1 = crystal, 4.433 MHz 
(colour TV crystal) 
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“syne. frequency’ 






Parts list for syne circuit 
(figures 10 and 11) 


Resistors: 
R1 = 2k2 
P1 = linear potentiometer, 
5 k (4k7) 
P2 = preset potentiometer, 100 К 


Capacitors: 
С1=10р 
C2=100n 
C3=10n 


Semiconductors: 
1С1 = CD 4011 


Miscellaneous: 
51 = ОРОТ switch 
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scope is required, the upb input should 
be connected to earth by means of the 
wire link adjacent to T3 (marked *). 
Strictly speaking, IC11, R11 and C10 
can also be omitted, however, in view of 
the possibility of subsequent extension 
of the circuit to two channels, it is well 
worth the minimal cost of these com- 
ponents to keep one’s options open. 
The size (i.e. line width) of the resultant 
trace can be varied by means of poten- 
tiometers P2 and P3. Preset P1 is used 
to adjust the sawtooth oscillator. 


The circuits of figures 4a, b and c are all 
mounted on the one board, the track 
pattern and component overlay of 
which are shown in figure 6. In order to 
keep the interwiring between boards as 
simple as possible, a fairly large number 
of wire links are used. In the basic 
version of the scope Ugate is connected 
to the positive supply rail. 


Video mixer 
All the necessary components of the 








Figure 10. The circuit diagram of the (variable) 
circuit, which basically consists of a 





CMOS squarewave generator and a switch. 
This circuit, although not essential, increases 
the TV scope; 
however it is completely superfluous in the 


extended version of the scope. 







Figure 11. Track pattern and component 
overlay of the p.c.b. for the sync circuit 
shown in figure 10 (EPS 9968-4). The gener- 
ous spacing between components, is due to 
the desire to standardise the size of the 
subsidiary boards. 


Figure 12. Suggested design for a TV scope 
front panel. The various controls are arranged 
for ease of operation, The dimensions of the 
p.c.b.’s have been deliberately tailored to 
accommodate a front panel of this type. 


Figure 13. This photograph shows how the 
front panel and boards carrying the controls 
can be mounted together in a compact 
sandwich-construction. The screening plates 
round the boards can clearly be seen. 
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composite video signal have now been 
generated: Usyne for the line- and field 
sync pulses, иса] for the graticule, and 
шь for the actual trace of the input 
signal. All that remains is to sum these 
three in the relatively simple video mixer 
circuit shown in figure 7. 

The operation of this circuit is illustrated 
by the timing diagram of figure 8, and 
needs little explanation. The изупс 
signal is inverted by T1, and after being 
summed in the correct proportion with 
the other signals, is fed to the base of 





emitter follower, T2, which functions as 
an output buffer for the composite 
video signal. 

The intensity or brightness of the input 
signal waveform and of the graticule can 
be independently adjusted by means of 
potentiometers P1 and P2 respectively. 
P3 controls the level of the video output 
voltage, the maximum value of which is 
approx. 6.5 V p-p. The video signal can 
either be fed direct to a TV-receiver 
equipped with a video input or to a 
modulator circuit such as the VHF/UHF 


TV modulator described elsewhere in 
this issue. The video mixer circuit 
(including the ‘power’ indicator LED 
also shown in figure 7) is mounted on 
the p.c.b. shown in figure 9. 


Sync board 

The circuits discussed so far form the 
most basic version of TV scope — more 
about which later. With the addition of 
a simple variable sync circuit, however, 





| 
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01..04=144001 









Parts list for power supply 
(figures 14 and 15) 


Capacitors: 





C5,C6 = 1 4/25 V tantalum 


Semiconductors: 
1С1 = 7815 

1С2 = 7915 
01...04 = 1N4001 





Miscellaneous (not on p.c. board 
proper, see figure 16) 
Tr1 = mains transformer, 

2x 18 V/250 mA 
S1 = double-pole mains switch 
F1 = fuse, 100 mA 
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it is possible to extend the range of 
applications of the scope. The sync 
circuit is in fact an oscillator which can 
be varied over a small range of fre- 
quencies and which replaces the crystal 
oscillator on the main board. The 
TV scope will continue to work satis- 
factorily with most TV sets at fre- 
quencies slightly different to that of the 
crystal oscillator signal. This fact can 
obviously be utilised to obtain a stable 
trace of input signals whose frequencies 
are not quite an exact multiple of 50 Hz 
by correspondingly adjusting the fre- 
quency of the sync oscillator. 

The circuit diagram of the variable sync 
oscillator is shown in figure 10, and as 
can be seen consists of nothing more 
than a CMOS squarewave generator, a 
switch and three capacitors. The output 
voltage of the sync circuit is utp, i.e. the 
input voltage of the timebase circuit. 














Depending upon the position of the 
switch, this voltage is equal either to the 
output voltage, uf, of the crystal oscil- 
lator circuit, which is also mounted on 
the main board, or derived from the 
squarewave generator. The switch also 
has a second pole; in one position it 
provides the crystal oscillator with 
supply voltage, and in the other position 
it does the same for ІСІ of the sync 
circuit. This precautionary measure is 
necessary to prevent the two oscillators, 
which operate at almost the same fre- 
quency, from influencing one another. 
Readers who intend constructing the 
extended version of the TV scope, 
should note that the variable sync oscil- 
lator is the only circuit of those dis- 
cussed so far which will not be used 
when the scope is upgraded. 

The track pattern and component 
layout of the sync circuit p.c.b. is 





Figure 14. Circuit diagram of the TV scope 
power supply, which is suitable for both the 
basic- and extended versions, 


Figure 15. The p.c.b. for the power supply 
(EPS 9968-5). 


Figure 16. Details of the wiring between the 
various boards used in the basic sco| 
Screened wire should be used where in 
cated; otherwise normal, reasonably thick, 
connecting wire can be used. The AC coupling 
capacitor, C3, of the input amplifier is 
mounted on the AC/DC switch. 











shown in figurell. The component 
spacing is fairly generous since it was 
decided to standardise the dimensions 
of all the subsidiary boards. 


The complete TV scope 

The various circuits described above 
together form the complete basic 
TVscope. Thanks to the uniform 
dimensions of those boards which ac- 
commodate the controls, it is a simple 
matter to fit them to the front panel 
shown in figure 12. 

In view of the sensitivity of the input 
amplifier (10 m V/div), it should be well 
screened. Although the board is already 
provided with a large copper earth plane, 
it is recommended that it be further 
shielded by strips of copper laminate 
board which can be soldered to the 
earth plane. The other boards carrying 
controls can also be screened in this 
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Figure 17. If P1 on the main board is adjusted 
correctly, this should be the signal which 
appears on the screen when the Q11 output 
signal is fed to the input of the TV scope — 
see text. 


Figure 18. A finished prototype of a two- 
channel basic TV scope, with the sync circuit. 


re 19. Analysing a signal on the TV scope, 
ge: 10 mV/div. Assuming the dotted line 
coincides with a voltage of 0 V (to be set with 
the aid of the Y-position control under 
quiescent conditions), the sinewave displayed 
оп the screen has an average value of 30 mV, 
and measures 40mV peak-to-peak. The 
period of the signal is approx. 6 ms, the fre- 
quency is therefore roughly 167 Hz. 











Figure 20, In some (exceptional) cases this 
offset nulling circuit may have to be added to 
the input amplifier (figure 2). 








way (in the case of the sync board, for 
example, it is important to prevent r.f. 
radiation). A piece of copper laminate 
mounted over the range switches 
completes the screening precautions. 
This is illustrated in figure 13. 

The construction of the completed 
scope is illustrated by the photograph in 
figure 18. 

A special power supply was designed for 
the TV scope, and this is shown in 
figure 14; the corresponding p.c.b. is 
given in figure 15. To prevent mains 
hum etc., the transformer should be 
mounted as far away as possible from 
the input amplifier(s). 

Details of the wiring between the 
different boards are given in figure 16. 
Screened wire should be used where 
indicated; the remaining connections 
can be made with normal — reasonably 
thick — connecting wire. 





If the sync board is not used, points uth 
and uf on the main board should be 
joined together, and the uxta] connec- 
tion, which is also on the main board, 
should be wired to the 15 V plus supply 
rail. 

If a one-channel version of the scope is 
desired, upp should be connected to 
earth, thereby rendering the uyp input 
on the main board inoperative. 


Constructional hints 

In order to keep the size of the com- 
pleted unit to reasonable proportions, 
the p.c. boards are designed to accom- 
modate miniature (20 mm diameter) 
potentiometers. Larger diameter pots. 
should not be used as these will not fit 
the board. Care should be taken when 
mounting the pots that the lockwashers 
do not short out any of the copper 
tracks, especially on the Y boards. 





Bulk parts list for basic version of 
TV scope 

(two input amplifiers, main board, 
video mixer, sync circuit and 
power supply) 


Resistors: 
Number value 

102 

472 

4700 

8200 

1k 

2к2 

3k3 

5k6 

8k2 

10k 

12k 

15k 

18k 

22k 

33k 

47k 

82k 

100k 

220k 

820 k 

5 k (4k7) linear 
potentiometer 


2D9BOONSMNMONOPRMSANON-O- 


2 10 k linear 
potentiometer * 

2 100 k linear 
potentiometer 

1 250 k (220 k) linear 
potentiometer 

1 500 k (470 k) linear 
potentiometer 

1 1 k preset 
potentiometer 

1 2k5 (2k2) preset 
potentiometer 

2 5 k (4k7) preset 
potentiometer 

3 10 k preset 
potentiometer 

2 50 k (47 k) preset 
potentiometer 

1 100 k preset 


potentiometer 
*Note: maximum diameter 
20 тт. 





Capacitors: 

number value 

1 10p 

Ф 15р 

1 82р 

з 100 р 

1 220р 

2 10n 

16 100n 

6 1 u/25 V tantalum 
1 242/25 V tantalum 
1 447/35 V tantalum 
2 470 u/35 V 


Semiconductors: 

number: type: 

CD 4011 

CD 4012 

CD 4013 

CD 4017 

CD 4040 

CD 4068 

CD 4071 

741 

709 

TL084 

7815 

7915 

TUN 

TUP 

BF 194, BF 195, 
BF 254, BF 255, 
BF 494, BF 495 
DUS 

1N4001 

LED 


Р К АМ 


->a 


Miscellaneous: 


number: type: 

1 crystal 4.433 MHz 
(colour-TV-crystal) 

2 single-pole switches 

1 double-pole mains 
switch 

1 double-pole 
double-throw switch 

2 single-pole 4-way 
switches 

1 fuse 100 mA 

1 mains transformer, 
2х 18 V/250 mA 
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To avoid pins or component leads 
shorting to the front panel the boards 
should be mounted at least 3 mm behind 
the panel, using insulated spacers to 
avoid shorting out any of the copper 
tracks. The boards should be screened 
using pieces of copper laminate board or 
tinplate, soldered around the edges of 
the p.c.b.’s to form boxes, as shown in 
figure 13. 

Because of the compact construction 
and the large amount of metalwork 
mounted on the panel it is essential that 
all the mains wiring should be weil 
insulated to avoid the possibility of 
short-circuits. Take particular care with 
the mains switch, which is mounted on 
the front panel. 

During experiments with the prototype 
of the TV scope it has been noticed that 
problems may occur due to the offset 
voltage of some TLO84 ICs, which can 
result in a DC shift at the output of Al. 
The effect of this isto cause the position 
of the trace to change when the fine 
Y-gain control is operated, even with 
zero input voltage. The amount of shift 
depends on the offset voltage of Al, 
which varies from IC to IC. If the shift 
is unacceptable then an offset nulling 
circuit may be incorporated as shown in 
figure 20. The preset should be adjusted 
until the output voltage of Al is zero 
with no input signal. The capacitor 
prevents spurious AC signals from 
reaching A1 via the 1 M resistor. 


Calibration 

Even the relatively simple basic version 
of the TV scope contains a fair number 
of preset potentiometers; however 
despite this fact, the adjustment and 
calibration procedure is not particu- 
larly complicated, and (of course) does 
not require an oscilloscope! 

Before the power supply is connected to 
the rest of the circuit, the supply volt- 
ages of + and — 15 V should be checked. 
The first thing to be adjusted is the 
TV modulator, and the appropriate 
procedure is described in the separate 





article on this circuit, which is contained 
elsewhere in the issue. When tuning the 
modulator, the ‘graticule intensity" 
control should be turned fully clockwise, 
and the 'signal intensity" control fully 
anticlockwise; presets P3 and P4 on the 
main board should likewise be turned to 
their right-hand stops. In addition, if the 
sync board is used, the sync selector 
switch should be in the 50 Hz position. 
Once the modulator has been aligned, 
the brightness of the graticule can be 
adjusted as required by means of the 
‘graticule intensity’ control. The thick- 
ness of the graticule lines can be varied 
by means of preset P4 on the main 
board. 

The ‘signal intensity’ control should 
now be turned fully clockwise and the 
two presets, P2 and P3, on the main 
board which determine the thickness of 
the resultant trace should also be turned 
fully clockwise. 

P1 on the main board (which controls 
the sawtooth generator) should be set 
to the mid-position. Under quiescent 
conditions (ie. in the absence of any 
input signal) it should now be possible 
to adjust the Y-position controls such 
that two vertical (i.e. perpendicular to 
the line scan of the receiver) white lines 
appear on the screen. 

By means of presets P2 and P3 respect- 
ively (both on the main board) the 
width of the trace can be varied for 
both channels (ie. adjusted to be 
slightly broader than the graticule). The 
brightness of the trace(s) can be varied 
by means of the ‘signal intensity’ 
control. 


The next step is to set the range switch 
(V/div) of the Y-amplifier(s) to the 10V 
position and turn the range poten- 
tiometer fully clockwise (‘cal’). A signal 
from the TV scope itself, namely from 
the ‘011’ terminal on the main board 
(this is one of the connections which is 
not used in the basic version of the 
scope) is then fed to the input of the 
Y-amplifier. А squarewave signal, four 
divisions of the graticule in length (i.e. 
along the time-axis), should now appear 





on the screen. The amplitude of this 
signal should be adjusted to exactly one 
and a half graticule divisions (this corre- 
sponds to 15 V) by means of preset P1 
on the main board, so that the resulting 
trace looks like that shown in figure 17. 
During this procedure the trace will 
shift across the screen to the left; this 
should be corrected by means of the 
Y-position control. 

The calibration of the TV scope is now 
completed. It of course goes without 
saying that the values of the range 
switch (V/div) thus obtained are only 
valid for the extreme clockwise setting 
(‘cal’) of the range potentiometer. 


Literature: ‘An introduction to the 
TV scope’ (elsewhere in this issue) 
‘VHF/UHF TV Modulator’ (also else- 


where in this issue) к 
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National Semiconductor LM 1890 
light sensing chip 

The LM 1890 is a general purpose building 
block for use in visible light and infra-red 
applications whether they be analogue or 
digitally oriented. Included on a single bipolar 
chip аге a linear light-to-current converter, а 
voltage comparator biased with light-derived 
currents, and a voltage reference (figure 1). 
Photocurrent is produced by an on-chip 
Photodiode that is ion-implanted to produce 
a shallow junction depth. The resultant spec- 
tral response is enhanced in the visible light 
range (figure 2) as compared with conven- 
tional silicon photodiodes. The sensor is 
commonly referred to as 'blue-enhanced'. 








the heart of the current gain cell. The gain 
factor of the cell can be adjusted at the wafer 
sort level in order to guarantee the absolute 
value of light-to-current conversion to smaller 
tolerances than are commonly available. The 
light-to-current converter of the LM 1890 has 
linear range of operation over 5 decades of 
illumination with excellent linearity obtained 
over a 3 decade range. The current mode out- 
Put avoids the dynamic range limitations of 
voltage mode operation and handles 1A from 
1 nA to 10 mA. Since the current sink output 
is cascaded, its output impedence extends 
into the gigaohm region while operating frim 
1 V to full supply. 

The voltage comparator is specially designed 
to sense the IA node with minimum loading 





Light meter 

This relatively simple circuit (figure 5) offers 
high performance. The on-chip comparator is 
used as an op-amp by frequency compensat- 
ing it with a large tantalum capacitor at the 
output. This capacitor should be connected 
directly from pin 1 to pin 5 or small ampli- 
tude high frequency oscillations may occur. 
1A is converted to а light-dependent voltage 
via selection of the appropriate resistor for 
the desired range. The op-amp will then cur- 
rent drive the meter, M1, with IA (R2/R5). 
The LM 1890 is internally calibrated, but 
more accurate calibration can be accom- 
plished by making R5 a potentiometer. The 
four light ranges are given below: 


Careful processing and a unique geometry all | even in extremely low light levels when IX R1=200k О tfc 

help to reduce the diode's dark current leak- | may only be a few nanoamps. Comparator 0 10fc 

age. In addition, active circuitry is employed | input bias current is held to typical 196 of the 0 100fc 

to set its voltage bias very close to zero volts, | |, output, independent of the illumination, 0 1000 fc | 






further minimising this leakage. Quality sil 
con photodiodes are well known for their 
excellent linearity and wide dynamic range, 
The LM 1890 photodiode is followed by a 
high gain current amplifier that is specially 
designed to maintain the sensor's excellent 
characteristics yet provide a larger, and there- 
fore more useful, linear photocurrent output, 
1А. This gain cell acquires its dynamic range 
from unique circuit techniques that rely on a 
second, 'active load' photodiode imbedded 
within the area of the larger, sensor photo- 
diode. This second photodiode is accurately 
scaled in area and other parameters to the 
sensor diode; a natural outcome of their 
monolithic construction. It is used as an 
active load in a differential amplifier that is 


a1 


























во) 























by allowing all of the comparator's bias cur- 
rents to track with the light. This extreme 
form of adaptive bias tailors input bias cur- 
rent and speed to the incident light level, 
trading the latter for the former at the lower 
light levels. The voltage reference is of the 
semiconductor bandgap variety. It is refer- 
enced to V+ because the ІА output is fre- 
quently converted to a voltage with a supply 
referred resistor or capacitor for use with the 
comparator. 

The device is housed in an 8 pin, Dual-in-Line, 
clear plastic package that has a recess in the 
top for insertion of an optical filter or lens. 
Some typical applications of the LM 1890 are 
given in the following paragraphs. 

Simple light-sensitive switch 

Only one external component is needed to 
create a sensitive, stable light-sensitive switch 
(figure 3). That component, R1, sets the 
Switching threshold, which occurs when the 
voltage across R1 reaches the internal refer- 
ence potential of 1.3 V. Simple hysteresis can 
be added in the form R2, which changes the 
effective trip point slightly as a function of 
output swing by working against the 600 2 
internal series resistance of the voltage refer- 
ence. Although the circuit is phased such that 
the load is energised when the illumination 
exceeds the set threshold, the opposite phase 
can be used just as easily. The circuit works 
equally well for any supply voltage between 
25V апа 25 V. 

In this example the load is a relay driven via 
an external transistor. 









Burglar alarm 

The circuit (figure 4) looks for quick changes, 
like path interruptions, in the ambient light 
level. It can be used in intrusion alarms or any 
back-lit object detection. VREF is used as а 
level shift to put the inputs of the comparator 
within their common-mode range. The total 
received light appears at the non-inverting 
input. Except for the drop across R1, the 
average of the total received light appears at 
the inverting input. R1 is used to control the 
dead band so that peak AC variations of the 
ambient light do not trip the comparator. 
Choose 





з Peak AC ambient illumination 


R 
"T DC ambient illumination 
Switching occurs when 
R3 +R, 
n= ——— ir (амд) 
R3 








Roadworks barris 
This circuit (figure 6) delivers 500 mA pulses 
to an incandescent lamp after the sun has set, 
The comparator runs as a 1.4 Hz oscillator 
with approximately a 13% duty cycle, set by 
R4, R5, D1, and С. As the sun begins to rise, 
so does IÀ, effectively stealing the charging 
current from C. The light threshold is given 
% V+ 
EA = fe. 
(Ад) (5 wA/fc) 


R8 provides bias for the comparator during 
darkness when little or no light bias is present, 
Quiescent supply current is ~3 mA and the 
circuit works down to 2.5 V with little change 
in performance other than lamp intensity. 





approximately by 
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recently introduced components and novel applications сте described. The data and circuits given are based on 
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ELECTRICAL CHARACTERISTICS 
PARAMETER CONDITIONS MIN TYP МАХ UNITS 
E 
LM 1890 as a whole (25°C, V+ = 10 V, and pin 4 open unless otherwise specified) 
Supply voltage 25 10 5 v 
Supply current H! = 0 mW/cm? 6и 4 mA 
LIGHT-TO-CURRENT CONVERTER (Vpin 7 = 10 V) 
Photocurrent (IA) н! @ 660 nm wave length (see fig. 2) 0.32 тА (mW/cm?) 
Photocurrent (1А) н! @ 2854°K color temperature 5 нАйс 
Photocurrent (IA) н! @ 4700*K color temperature 25 НАН 
Linearity 0.01 to 100 fc referenced to 1 fc +4 % 
Dark current н! = 0 mW/cm? <1 nA 
Photodiode active area ‘sensor’ photodiode 720 mils? 
Photodiode Responsivity ‘sensor’ photodiode? 0.36 АМ 
Output resistance @pin 7, ІА = 104A 2 Ga 
Nea = for any value А 0.005 
c " AIA 
Power supply rejection ratio ave for any value 1А. 0.05 ыу 
Frequency response —3 в, 70 кн. 
(mW/em?) 
Step response from t = 0 to 90% of final мае“, 30 uS (W/cm?) 
Step response from t = 0 to 90% of final value?, 85 uS (W/cm?) 
Output voltage compliance range of linear operation of IA 1 25 v 
output @ pin 7 
VOLTAGE COMPARATOR (Над = 1 k, input common mode = 5 М,Н! = 15 uW/cm? © 660 nm) 
Input offset voltage note 6 1 mV 
Input bias current (Ig) note 6 50 nA 
Input offset current (los) note 6 +5 nA 
По! 0.001 AIA 
Small signal DC voltage gain note 6 100 dB 
Input common-mode rej. ratio note 6 100 ав 
Input common-mode voltage range note 6 12 v+—0.5 V 
Input differential voltage range either polarity V+ v 
Output saturation voltage load = 10 mA @ pin 1 05 v 
Output saturation resistance pin 1 to GND 50 2 
Output sink current pin1@1.5V 10 30 mA 
Output leakage current pin1@25V 5 nA 
Response time 100 mV step, 5 mV overdrive, 14 aS 
inverting mode, 
-— 
VOLTAGE REFERENCE 
Reference voltage referred to V+ 1.33 v 
Dynamic impedance @ 1 kHz 600 а 
Power supply rej. ratio 70 dB 
NOTES: 
1. 'H'is used to designate either illumination (fc) or irredance (mW/cm?) 
2. Determined by uniformly irradiating the entire die @ 700 nm and then calculating the ratio of the actual 
Photodiode output (nominally 1/200) to the light power (flux) incident on that photodiode’s active area. 
3. Small sinusoidal AC light signal superimposed upon DC light level measured in mW/cm? @ 600 nm. 
4. Excitation consists of LED @ 660 nm stepping from absolute zero (worst case) to a given irradiance, 
Ho, іп mW/cm? © t = 0. 
5. Excitation consists of LED @ 600 nm stepping from Ho/3 to a given irradiance, Но, in mW/cm? @ t = 0. 
6. At output switch point where Урі 1 = 5 У. 





nn es SA Энни Ee SS BASS SE oe > >11 
Under the heading Applikator, recently introduced components and novel applications are described. The data and circuits given are based on 
Seformation received from the manufacturer and/or distributors concerned. Normally, they will not have been checked, built or tested by Elektor. 
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analogue reverberation unit 





Until comparatively recently the 
only audio delay units that were 
within the budget of most home 
constructors were of the spring 
line type, which suffer from a 
number of disadvantages such as 
fixed delay time, uneven and 
limited frequency response, and 
susceptibility to mechanical 
vibration. Recently, however, 
completely electronic delays 
have become a feasible 
proposition, with the result 

that high-quality reverberation 
and other audio effects are now 
within economic reach of the 
amateur. A design for a digital 
reverberation unit has already 
been published in Elektor. The 
circuit published here represents 
an alternative approach using 
analogue techniques. 








reverberation unit 


As explained in the article on the digital 
reverberation unit (Elektor 37, Мау 
1978) a digital delay line is an elegant 
method of producing reverberation and 
other time-related audio effects. In a 
nutshell, the analogue input signal is 
converted to a digital code using an A/D 
converter. This code is then fed through 
a shift register of the desired length to 
produce the delay, and the analogue 
signal is reconstituted at the output by a 
D/A converter. This method has а 
number of advantages. Firstly, since it is 
a digital signal that is being passed 
through the shift register, the signal that 
comes out will be identical to that 
which goes in irrespective of the length 
of the shift register. Any noise and 
distortion in the retrieved analogue 
signal are due only to deficiencies in the 
A/D and D/A conversion processes. 


Secondly, once the initial investment in 
A/D and D/A converters has been made, 
the digital delay line can be extended to 
any length, simply by the addition of 
inexpensive digital shift registers. These 
two factors make the digital delay line 
an ideal choice for long delays such as 
those required for echo effects. 

An alternative approach to a digital 
delay line is an analogue delay line 
using analogue shift registers (bucket 
brigade memories) such as those used in 
the Phasing and Vibrato Unit (Elektor 
No. 20, December 1976). These accept 
an analogue signal directly and transfer 
it from input to output as a sequence 
of charge packets, of which more later. 
Analogue shift registers are an attractive 





proposition for short delay times, since 
the cost of a 1024-bit analogue shift 
register (between £12 and £18) is 
less than the cost of an equivalent 
digital shift register plus A/D and D/A 
converter. Furthermore, the analogue 
shift register does not suffer from 
‘quantisation noise’ which is inherent 
in the A/D conversion process. 

The analogue shift register is thus ideal 
for producing effects such as phasing, 
flanging and vibrato and for the modest 
reverberation times required for 
enhancement of room ambience. How- 
ever, the analogue shift register is not 
such an attractive proposition for longer 
delay times, since noise and distortion 
increase as the analogue shift register is 
made longer. 


Analogue shift registers 


Analogue shift registers are commonly 
referred to as ‘bucket-brigade memories’, 
since their operation is analogous to 
that of a chain of men passing buckets 
of water from hand to hand, the 
‘buckets’ being capacitors and the 
*water' being electric charge. 

The basic principle of an analogue shift 
register is illustrated in figure l. It 
consists of a number of capacitors and 
(electronic) switches. The switches are 
opened and closed alternately by a two 
phase clock generator, i.e. an oscillator 
which generates two squarewaves in 
antiphase. When Sla, b, c etc. are 
closed then S2a, b, c, etc. are open, and 
vice versa. The input signal is applied 
to Sla. When this switch is closed then 





Specification 


Signal-to-noise ratio 
at maximum output level: 
Bandwidth of 

reverberation signal: 
Maximum delay tim 





Input sensitivity: 


Maximum output: 
External clock input: 
Supply voltage: 





> 6098 


2.5 kHz, 5 kHz or 15 kHz (see text) 
200 ms, 100 ms or 33 ms (see text) 
Monitor output bandwidth: 25 Hz to 100 kHz. 

variable; most sensitive setting gives 
maximum output for 30 mV RMS 
(100 mV peak-to-peak) input. 

2.5 V peak-to-peak 

15 V p-p, 5 kHz to 500 kHz. 

*15 V/75 mA, —15 V/25 mA 
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Figure 1. Illustrating the principle of the 
1 bucket-brigade memory. 


Figure 2. The analogue input signal is sampled 
during each clock pulse. 


clock 1 clock 2 


Figure 3. Internal circuit of an analogue shift 
register, the Reticon SAD 1024. 


















































C1 charges to the instantaneous value | suggest, but the basic principle involved | signal frequency. In fact, it is fairly 
of the input signal, i.e. the input signal | is that described above. In a practical | obvious that the clock frequency must 
is sampled. shift register IC the switches are | be greater than the maximum signal 
When S1 opens and S2 closes then some | MOSFETS and the capacitors are also | frequency, otherwise it will be imposs- 
of the charge on Cl is transferred to | fabricated on the chip. An abridged | ible to filter it out. Furthermore, if the 
C2 via S2a. When S1 again closes C1 | internal circuit of an analogue shift | limitations imposed by the sampling 


takes a new sample of the signal, whilst | register is given in figure 3. theorem are not observed, an objection- 
С? transfers some charge to СЗ via $1Ь | The output signal of the shift register | able effect known as  'foldover 
"nd so on. will appear as a series of pulses | distortion' can occur. This is caused 


In this way a number of samples are | synchronous with the clock signal, | by the signal and clock frequencies 
taken at various points along the input | whose envelope follows that of the | interacting to produce spurious prod- 
waveform as shown in figure 2, and | original input signal. The original signal | ucts within the audio spectrum, which 
these are transferred through the shift | can be recovered quite simply by | can occur even if the clock frequency is 
register as a sequence of charge packets. | lowpass filtering to remove the clock | above the audio range and therefore 
The actual operation of an analogue | frequency component. The sampling | inaudible. 

‘shift register is somewhat more complex | theorem tells us that the clock fre- | The delay time produced by a bucket- 
than this simple explanation would | quency must be twice the maximum | brigade memory is dependent upon two 
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Figure 4. Principle of а reverberation unit. 
The input signal is delayed be feeding it 
through the bucket-brigade memory and a 
portion of the delayed signal is fed back to 
the input. Lowpass filters at the input and 
output limit the bandwidth of the signal to 
avoid foldover distortion and remove clock 
frequency components. 


Figure 5. A more detailed block diagram of 
the analogue reverb unit. 


Figure 6. Complete circuit of the reverb 
unit. Extensive use is made of FET op-amps. 














“level 2’ ‘level 1° 
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factors, the number of stages in the 
memory and the clock frequency. 
Since the signal is shifted through two 
stages for each clock pulse it is apparent 


that the delay time is t = ——— . 
2 * fc 

where n is the number of stages and fc 

is the clock frequency. 

Since the clock frequency must be at 

least twice the maximum signal fre- 

quency, it follows that the maximum 


delay obtainable is t — 2 





$ (тах) 
In other words а compromise must be 
adopted between delay time and signal 
bandwidth. Increase one and the other 
must be decreased. In practice this 
means that the bandwidth of the 
reverb signal must be limited to some- 
what less than the full audio bandwidth, 
if adequate delay times are to be 
obtained with reasonably short shift 





registers. This means band limiting the 
input signal using a lowpass filter at the 
input of the memory to prevent 
foldover distortion. 


Reverberation unit 

The basis of the reverberation unit is 
shown in figure 4. The input signal is 
fed through a lowpass filter and thence 
through the bucket-brigade memory. An 
attenuated portion of the delayed 
signal is fed back and summed with the 
input signal. Each time the delayed 
signal goes round the loop it is attenu- 
ated further and so gradually decays, 
thus giving rise to the characteristic 
reverberation effect. For longer delays 
a second memory may be added as an 
optional extra. 


The SAD 1024 


The analogue shift register chosen for 
the reverberation unit is the Reticon 





SAD 1024, This IC contains two, com- 
pletely independent 512-stage bucket- 
brigade memories, which may be used 
separately or together. The compromise 
chosen between the delay time and 
maximum signal frequency was 100 ms 
and 2.5 kHz. With a 1024 stage memory 
and a bandwidth of 2.5 kHz it should 
theoretically be possible to achieve a 
delay of 102.4 ms at a clock frequency 
of 5 kHz. However, in practice the clock 
frequency must be set slightly higher 
than that demanded by the sampling 
theorem in order that it can be filtered 
out without attenuating the highest 
signal frequency. Even so, the output 
lowpass filter must have an exceedingly 
sharp cutoff and an astounding 
48 dB/octave is used in this design. 

A signal bandwidth of 2.5 kHz may 
seem rather small, but in fact it is quite 
adequate for a convincing reverb effect. 
For those who require a longer delay 
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time or a wider bandwidth there is the 
option of adding a second SAD 1024 
and/or raising the clock frequency. 

Since the SAD 1024 has two sections 
of 512 stages the question arises of how 
to connect them to give a 1024 stage 
delay. It is, of course, possible to 
connect them in cascade, but this would 
not give the optimum signal-to-noise 
ratio and distortion, since passing 
through an additional 512 stages would 
further degrade the signal. The question 
of clock suppression also arises, With a 
clock frequency only slightly more than 
‘twice the maximum signal frequency it 
is not possible completely to filter out 
the clock component, even with a very 
steep cut filter. The solution to both 
these problems is to operate the two 
sections of the memory in ‘parallel 
multiplex'. This means feeding the input 
signal to the parallel-connected inputs 
ef both sections of the memory whilst 





clocking the two sections in antiphase, 
the result being that the signal is 
sampled twice per clock pulse, alter- 
nately by each shift register. The out- 
puts of the two memory sections are 
then mixed, with the result that the 
clock frequency components, which are 
in antiphase, tend to cancel. 

The clock cancellation effect can, of 
course, be achieved by summing the 
outputs of the last two stages of a 
single memory section, since these too 
are in antiphase. This was done in the 
Phasing and Vibrato Unit, which used 
a bucket-brigade memory with only one 
section. 

It may appear that parallel multiplexing 
provides only a 512-stage delay. This is 
indeed the case; however, since the 
signal is sampled twice per clock pulse 
the sampling rate is actually twice the 
clock frequency. The clock frequency 
can therefore be lowered to 2.5 kHz 





whilst still achieving a 5 kHz sampling 
rate. This combination of a parallel- 
multiplexed — 512-stage delay and 
2.5 kHz clock of course gives the same 


delay as a 1024-stage memory (two 
cascaded 512-stage registers) and a 
5 kHz clock. 


Block diagram 

A more detailed block diagram of the 
reverberation unit is given in figure 5, 
which is a stereo version of the reverber- 
ation unit. The left and right input 
signals are summed in a variable gain 
mixing amplifier and the resulting mono 
signal is fed to the input lowpass filter, 
which removes all frequencies above 
2.5 kHz. The output signal from the 
filter is then fed to an offset circuit 
which sets the DC bias at the input of 
the SAD 1024. This is necessary as the 
SAD 1024 will only accept positive 
input signals, so the symmetrical AC 








10-48 — elektor october 1978 


analogue reverberation unit 








7 














output of the lowpass filter must be 
offset by adding a positive DC bias. 

The signal is then fed through the first 
SAD 1024. If a second SAD 1024 is to 
be used then the output of the first 
IC is fed through an amplifier to make 
up for the attenuation of the first IC. 
The outputs of both SAD1024s are 
equipped with level controls. 

The output of the two memories are 
fed to a mixer and thence to the output 
lowpass filter. Part of the output signal 
from this filter is fed back to the input 
of the first SAD 1024 via a feedback 
level control which determines the 
reverberation time. The remainder of 
the signal is mixed equally with both 





Figure 7. Printed circuit board and com- 
ponent layout for the reverberation unit 
(EPS 9973). 





the original (undelayed) left and right 
signals, so that it appears as a mono 
image when fed to left and right loud- 
speakers. A separate output for the 
reverb signal only is provided. The out- 
put control varies the proportion of 
reverb signal in the output signal. 

It may seem a little odd to add a mono 
reverb signal to a stereo signal, but in 
fact this simulates what happens in, say, 
a concert hall. Reverberation is the 
result of multiple reflections from the 
walls of the room and therefore conveys 
no directional information, ie. it is 
mono. It appears more or less equally at 
both ears of the listener, superimposed 
on the direct left and right sounds. 
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parts list 


Resistors: 

R1,R2,R47 ... R50 = 100k 

ЯЗ... RIO,RT4,R15,R16,R20, 
R24,R26,R32, 
R35...R46 - 10k 

R11,R21,R22,R29,R30 = 330 п 





R19,R28- 102 
R23,R27,R31,R51- 1 к 





Р1 = 1 М linear potentiometer 

P2 = 5 k (4k7) preset 
potentiometer 

P3 = 250 k (220 k) linear 
potentiometer 

P4,P7 = 250 @ (220 Q) preset 
potentiometer 

P5,P8 = 5 k (4k7) logarithmic 
potentiometer 

P6 = 2k5 (2k2) preset 
potentiometer 

P9 = 10 k linear potentiometer 

P10 = 25 k (22 К) preset 
potentiometer 

P11 = 22 (2k2) logarithmic 
Potentiometer 


P12,P13 = 250 k (220 k) preset 
potentiometer 


Capacitors: 
С1,С2,С12 = 470 п 
сз 





C5*,C19* = 10 п 

C6*,C20* = 3n9 
С7,С9,С10,С11 = 1 и (tantalum) 
c8 70 p 

C13*-47n 

С14* = 820p 

С15* = 18 п 

C16* = 2n2 

С17* = 12n 









3n3 
c21 C29 = 100 п 
Semiconductors: 
1C1,1C2,1C7,1C8 = TL 1084 
IC3 = 4011 

1С4 = 4013 
1C5,IC6 = SAD 1024 

01 = LED (red) 

02 = LED (green) 


* see text and table 1 
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analogue reverberation unit 





There is nothing to be gained by having 
completely separate reverb channels for 
left- and right signals. 


Complete circuit 


Figure 6 is the complete circuit of the 
reverberation unit. The input signals are 
summed by op-amp А1, whose gain can 
be varied by Pl. The output signal is 
then fed to the input lowpass filter com- 
prising A2 and A3, which consists of 
two, cascaded, second-order Butterworth 
filters, giving a total slope of 24 dB/ 
Octave above the cutoff frequency of 
2.5 kHz. Since there is no clock fre- 
quency component to remove the slope 
of this filter is only half that of the 
output filter. 

The output signal from A3 is summed 
with the feedback signal from the 
bucket-brigade memory by AS. The 
output of A3 is also fed to peak over- 
load indicator A4. When the voltage on 
the non-inverting input of A4 exceeds 
that set on the inverting input by R11 
and RI2, the output of A4 will go 
positive and D1 will light. 

The signal from the output of AS is fed 
to A6, which is a unity-gain inverting 
amplifier with a variable DC offset at 
the non-inverting input. P2 is used to 
set the quiescent output voltage of Аб 
and hence the DC bias at the input of 
the first SAD 1024, ICS. 

The output of IC5 is fed via P5, the 
‘level 1* control, to the input of A8, and 
thence to the output lowpass filter, A9 
to A12. This consists of four, cascaded, 
second-order Butterworth filters and has 
a slope of 48 dB/octave. 

The output of the filter is fed to P5, 
the reverb output control, which varies 
the proportion of reverberation in the 
final output signal. The reverb signal is 
mixed with the left and right direct 
signals in A13 and А14, the gain of 
these amplifiers being adjustable by P12 
and P13 to suit the output level 
required by succeeding equipment. 

If a second SAD 1024 (IC6) is included 
in the circuit then the output of ICS is 
also fed to it via a second DC offset 
circuit, A7. This stage also has a gain 
of two to compensate for the attenu- 
ation introduced by IC5. The output of 
IC6 is fed, via the "level 2’ control P8, 
to the input of A8 and thence to the 
output filter. 

The clock generator is an astable multi- 
vibrator based on two CMOS NAND 
gates N1 and N2. The clock output is 
buffered by the two remaining gates in 
the 4011 IC and is then fed to two flip- 
flops FF1 and FF2, whose Q and О 
outputs provide the two-phase clock for 
ICS and IC6. The actual clock fre- 
quency fed to ICS and IC6 is half the 
clock generator frequency since FFI 
and FF2 function as divide-by-two 
counters. 


Construction 
A printed circuit board and component 





layout for the circuit are given in 
figure 7. The six main control poten- 
tiometers are mounted on.the p.c.b. to 
simplify wiring. The whole assembly 
can then be mounted on spacers behind 
a fascia panel through which the poten- 
tiometer spindles protrude. 

If the component values given in the 
circuit diagram are used then the 
filters will have a turnover frequency 
of 2.5 kHz. If a higher turnover fre- 
quency is required for greater signal 
bandwidth then tablel should be 
referred to, which gives values for 5 kHz 
and 15 kHz turnover frequencies. 


Adjustment and use 


The circuit contains six control poten- 
tiometers and seven presets. P12 and 
P13 simply set the gain of A13 and 
A14, and hence the output level of the 
reverb unit, to suit subsequent equip- 
ment. 

The adjustment procedure for the 
remaining presets, and the operation of 
the controls, is as follows. P1 should be 
set so that D1 just lights on the loudest 
passages of the input signal. The 
optimum signal-to-noise ratio will then 
be obtained without overloading the 
circuit. РІ should not be used as а 


volume control, as overloading of the 


Table 1 

turnover frequency — 5kHz — 15kHz 
(-3 dB) 
c3 12п — 3n9 
са 820p 270p 
C5 56 1n8 
св 178 — 680p 
ca 150p 47р 
сїз 27n 8m2 
c14 390p 120p 
c15 82 2п7 
c16 178 — 390p 
c17 516 108 
сїз in8 560р 
cio 4n7 115 
c20 2n2 680p 

















circuit or a poor s/n ratio may result. 
The feedback control, P9, should be 
turned fully anticlockwise and the 
output control P11, fully clockwise, 
after which the reverb output should be 
fed to an amplifier and loudspeaker so 
that it is clearly audible. The level 1 
control, P5, should be turned fully 
clockwise and the level 2 control, P8, 
anticlockwise and the clock frequency 
should be lowered until it becomes 
audible. The balance control, P4, should 
then be adjusted until the clock noise 
has been reduced to a minimum, This 
should occur with P4 approximately in 
its mid-position. 


The D.C. bias voltage of the shift regis- 
ter may now be adjusted. A signal 
should be fed in of sufficient ampli- 
tude to cause D1 just to light up and P2 
should be adjusted until there is no 
audible distortion. Alternatively, if an 
oscilloscope is available, the input level 
may be increased until the output signal 
clips and P2 can then be adjusted so 
that the clipping is symmetrical. 

If IC6 is included then the adjustment 
procedure for clock nulling and offset 
must be repeated for this IC, using P7 
and P6 respectively. In this case the 
level 2 control, P8, should be fully 
clockwise, whilst the level 1 control, P5, 
should be anticlockwise. 

Finally the feedback preset, P10, should 
be adjusted to give maximum decay 
time. This adjustment is carried out 
with P5, P8 if fitted, and P9, all turned 
fully clockwise. P10 is then adjusted so 
that the reverb signal decays gradually 
when the input signal ceases. If P10 is 
incorrectly set the system will be 
unstable and the reverb signal will swell. 
to a cacophony of noise. This adjust- 
ment should be repeated at several 
settings of the delay time control, P3. 
As already mentioned, the reverb unit 
has three outputs: left channel plus 
reverb, right channel plus reverb and 
reverb only. The unit can be used with 
an existing stereo system simply by 
using the tape socket(s) of the amplifier. 
The signal to the reverb unit is taken 
from the tape output and the signal 
from the reverb unit is taken to the 
tape input. 

Alternatively, the left and right outputs 
of the reverb unit need not be used. 
Instead the reverb output may be fed 
to a separate amplifier and loudspeaker. 
This gives a more spacious effect to the 
sound. 

It is important to note that the clock 
frequency will become audible if it is 
set too low. If the 5 kHz or 15 kHz 
bandwidth option is adopted then this 
will obviously occur at higher settings 
of РЗ. РЗ may be fitted witha 
frequency-calibrated scale to reduce the 
chance of setting the frequency too 
low. Alternatively, its range may be 
reduced by connecting ‘padding’ re- 
sistors in parallel with P3. These should 
be chosen by experiment such that with 
P3 set to its maximum resistance the 
clock frequency is inaudible. Li 
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Wherever possible in Elektor circuits, transis- 
tors and diodes are simply marked “ТИР 
(Transistor, Universal PNP), ‘TUN’ (Transistor, 
Universal NPN), ‘DUG’ (Diode, Universal Ger- 
manium) or ‘DUS’ (Diode, Universal Silicon). 
This indicates that a large group of similar 
devices can be used, provided they meet the 
minimum specifications listed in tables 1a and 
Tb. 





Table 6. Various equivalents for the BC107, 
-108, . . . families. The data are those given by 
the Pro-Electron standard; individual manu- 
facturers will sometimes give better specifi- 
cations for their own products. 























































































T UPTUNDUGDUS RN ENP oue Remarks 
BC 107 | BC 177 
BC 108 | BC 178 
type Uceo lc hfe Ptot т ый А 
тах max min. max min. ВС 147 | BC 157 57 | Pmax = 
TUN NPN 20V | 100mA 100 100 mw | 100 MHz BC 148 | BC 158 €] 250 mw 
TUP PNP 20V | 100mA 100 100mW | 100MHz BC 149 | BC 159 0 
> BC 207 | BC 204 Е 
Table 1a. Minimum specifications for TUP and BC 208 | ВС 205 ©) 
TUN. 
i ие, вс 209 | BC 206 | “ 
Table 1b. Minimum specifications for DUS and T 
DUG. BC 237 | BC 307 5 
8c 238 | всзов | `6) 
US UR IF IR Ptot co BC 239 | BC 309 d 
Ll na, c тах -— BC 317 | Bc 320 
DUS Si 25V 100 mA ТДА 250 mw 5S pF BC 318 | BC 321 @: "отак = x 
DUG Ge 20у З5тА | 1004A | 250mw 10pF C sto | n6 327 m 
BC 347 | BC 350 
Table 2. Various transistor types that meet the | Table 4. Various diodes that meet the DUS or BC 348 | BC 351 GE 
TUN specifications. DUG specifications. BC 349 | BC 352 í 
188 
7 417 = 
frun pus : BUG Be 408 | acia puce 
BC 107 BC 208 BC 384 BA127 |  BA318 OA 85 BC 409 | BC 419 e 
BC 108 BC 209 вс 407 | | | ВА 217 BAX13 OA 91 
BC 109 BC 237 вс 408 | | | BA 218 BAY61 баавар Вб ваяв 557 G Pmax = 
BC 147 BC 238 Bc 409 | | | ВА 221 1N914 SEL etes e Н 500 mW 
BC 148 BC 239 вс 413 | | | BA 222 1N4148 B 
|BC 149 BC 317 вс414 | | [ВАЗ!7 | BC 167 | BC 257 | | 169/259 
ВС 171 BC 318 ВС 547 вс 168 | вс 258 | (2): тах = 
8C 172 вс 319 ВС548 | | Table 5. Minimum specifications for the | |BC 169 | ВС 259 e 50 mA 
BC 173 BC 347 BC 54 BC107, -108, -109 and BC177, -178, -179 
BC 182 BC 348 BC a families (according to the Pro-Electron BC 171 | BC 251 251. . . 253} 
BC 183 BC 349 BC 583 standard). Note that the BC179 does not BC 172 | BC 252 €) low noise 
| necessarily meet the TUP specification BC 173 | BC 253 
BC 184 BC 382 BC 584 | | (ie max = 50 mA). T 
BC 207 BC 383 д вс 182 | BC 212 Ss 
вс 183 | ac 213 |] 200 mA 
NPN РМР ВС 184 | ВС 214 
us transistor types that meet the вс 107 | вст77 ac 552 | BC 512 
‘ions. < I = 
im BC 108 BC 178 BC 583 | BC 513 ©), kair А, 
= ВС 109 ВС 179 ВС 584 | ВС 514 
TU gr U, 45 V 45V 
BC 157 BC 253 8c352| || 20 20у 25V ЕЯ ae ©) уне 
ВС 158 BC 261 вс415 | | | 20V 20v Beata | Bc 416 ; 
BC 177 BC 262 BC 416 задай Шад р, 
BC 178 BC 263 ВС 417 Uebo ву, 5v low noise 
BC 204 BC 307 BC 418 max РМ 5v ве азай ва у 
ВС 205 BC 308 Bc 419 | | | ља 5v ВС 413 | BC 415 М 
BC 206 8C 309 BC512| | [ie 100mA | 100mA BC 382 
BC 212 BC 320 вс 513 | | | 100 mA 100 mA BC 383 €) 
BC 213 BC 321 BC514 ass | 100 mA 50 mA BC dA j 
BC 214 BC 322 BC 557 s - | 
ВС 251 BC 350 ВС 558 tot. 300 mW |! 2300 v. BC 437 Pmax = 
[c 252 BC 351 BC 559 max 300 mw | 300mw BC 438 B: 220 mw 
n 300 mW | 300 mw BC 439 
fr 150MHz | 130MHz BC 467 PET. 
‚ g [Pmax 
es 150 MHz | 130 MHz BC 468 p: f "20-м 
The letters after the type number | 150 MHz | «390 MEE: Гас: два | 
Зепоге the current gain ГЕ 10dB 1098 ВС 261 low noise 
А a (B. hte) = 125-260 "m 1098 10 dB BC 262 ©) 
B: a = 240-500 4 dB 4dB BC 263 
ca = 450-900. "! 
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market 





ны. 


Bimdip 

Capable of being used as both an 
insertion and withdrawal tool, the 
new BIMDIP accepts DIP IC 
packages with 4 to 18 leads, As an 
insertion tool it can pick up 
devices from either a carrier or 


- 


direct from the bench and eject 
them into both pcb's and DIP 
sockets. Similarly it can be used 
as an extraction tool for 
withdrawing IC's, again from 
pcb's or DIP sockets. In all cases 
the metal jaws clamp over the 
lower part of the IC leads, not 
only minimizing strain but in the 
case of MOS type devices, 
shorting all leads together. 

Boss Industrial mouldings Ltd., 
Higgs Industrial Estate, 

2 Herne Hill Road, London, 
SE24 OAU, England. 


(840 M) 


Switching regulator 
subsystem 


A recent addition to Fairchild’s 
family of linear integrated circuits 
is this monolithic regulator 
subsystem, part number 

HA 78840. Included in one 16-pin 
package are all the usual active 
building blocks needed to 
assemble switching regulator 
systems. The device's already 
broad operational range can be 
extended, if required, by the 
addition of external transistors. 
The uA 78540 consists of a 
temperature-compensated voltage 
reference, a duty-cycle 
controllable oscillator which 
incorporates an active current 
limit circuit, an error amplifier, а 
high-current high-voltage output 
switch, a power diode and an 
uncommitted operational 
amplifier. 

Depending on the circuit 
configuration adopted the device 
can be used for the design of 
step-up, step-down or inverting 
switching regulators. Any of these 








eS SS 





circuits can be produced with the 
need for additional external 
components kept to a minimum. 
Output is adjustable from 1.3 V 
to 40 V without the use of 
external transistors. The device 
will operate from 2.5 V to 40 V 
input, the low end making it 























ж 





ideally suited to use in battery 
operated systems. Other device 
features include low standby 
current drain and 80 dB line and 
load regulation. 

Fairchild Camera & Instrument 
230 High St, Potters Bar 

Herts, EN6 5BU, England 


(853 M) 


LED displays 

Industrial Electronic Engineers, 
Inc. (IEE), a supplier of 
diversified, information display 
technologies, presents 
IEE-HERCULES Models 
1784/85R .54" dual, alphanu- 





meric LED displays with common 
cathode and right hand decimal 
point. 

These models consist of two .54’” 
high, red 14-segment characters 
combined in a single, compact 
package, which can display alpha 
and numeric characters plus some 
symbols. The unique end- 
stackable feature allows designers 
variable display lengths in 
accordance with their needs. 
Composed of GaAsP emitting 
material, these solid state displays 
have а typical 600 ucd/segment 
luminous intensity at 

20 mA/1.6 Vr. The 18, horizon- 
tal double DIP pins on .100” 
spacing are set up for multiplex 
drive for maximum pinout 
economy. 

Models 1784/85R install simply 
in integral, multi-digit arrays with 





IEE-ATLAS Display Mounting 
Hardware. These LEDs are in 
stock and are available through 
IEE stocking distributors. 


IEE, 7740 Lemona Avenue, 
Van Nuys, CA 91405, USA 


(854 M) 


Digital tong tester 

The new Amprobe АСР”-1 clamp- 
on digital volt/amp/ohmmeter 
from Havant Instruments Ltd is 
the latest addition to the 
company's growing range of test 
instrumentation. It provides 
instant readings of current of 
insulated or non-insulated cables 
with up to a 2 inch o.d. merely by 
clamping on the tongs. Test leads 
are provided for taking voltage 
and resistance readings. In all 
cases the correct range is selected 
automatically and the measured 


value is then displayed in clear 
digits 0.43 in. high at the base of 
the handle. 

The 3-digit display caters for AC 
amps, volts and ohms from 0.1 to 
999 but accessories available 
allow the instrument to read 
currents from 10 mA to 6000 A. 
DC voltage can be measured using 
a multiplying factor. Accuracy for 
AC amps, volts and ohms is + 2% 
based on a 50-60 Hz sinusoidal 
waveform. Protection for up to 

1 minute is provided against 50% 
current or voltage overload. 

The Amprobe ACD-1 is powered 
by a 9 V battery with a life 
verified on test of 2700 cycles. 
The case, with a breakdown test. 
voltage of 3000 V AC, is designed 
for comfortable one-hand 
operation using either hand. The 








weight of the instrument is only 


15 oz and it is supplied complete 
with all-weather test leads, 
alligator clip adaptor, fused 
ohmmeter attachment and a 
rugged carrying case, 

Havant Instruments Ltd 

Unit 3, Westfields 

Horndean, Hants, England 


(857 M) 


AM/FM radio system 


The uA721 AM/FM radio receiver 
system from Fairchild is а 
versatile integrated circuit that 
meets the requirements of the 
majority of car, hi-fi, clock and 
portable radio systems. It is also 
suitable for other applications 
such as FM communications 
systems, CB radio receivers and 
wireless telephony receivers. 

A complete AM/FM radio 
designed around the uA721 
requires the addition of only a 
few other active devices; two or 





three transistors for the FM tuner 
front end and one audio power 
1С. 

Versatility of use is ensured by 
virtue of the fact that the device 
has relatively independent 
sections that can be used in a. 
variety of ways depending on the 
configuration of the external 
circuitry. Its various blocks 
consist of a bias circuit, AM 
oscillator mixer, amplifier 1 and 
amplifier 2 and the FM IF 
amplifier-limiter/detector, 
Available іп a 16-pin moulded 
DIP package the small space 
occupied allows it to be built 
readily into todays consumer and 
industrial applications. It will 
operate over a wide supply 
voltage range of 3.5 V to 16 V. 
Quiescent current drain is low at 
20 mA. 


Fairchild Camera & Instrument. 
230 High Street, Potters Bar, 
Herts, EN6 5BU, England 


(856 M) 
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12 W audio power amp 


The TDA 2030 is a new class B 
audio amplifier expressly designed 
for hi-fi equipment where 
ruggedness, reliability, compact 
size and economy are of prime 
importance. 

It is assembled in the easily 
mounted 5-lead Pentawatt (R) 
package and it has a typical 
output power of 14 W (d = 0.5%) 
at + 14 V/4 Q. The guaranteed 
output power at + 14 V is 12 W 
into a 4 © load and 8 W into an 
8 п (DIN 45500). 





The main features of the 

TDA 2030 are high supply 
voltage, high current, high supply 
yoltage rejection, low noise and 
low distortion. 

In addition, this device has 
built-in protection systems against 
load short circuit and excessive 
chip temperature. 

The high degree of integration of 
the TDA 2030 has minimized the 
number of external components, 
reducing space consumption and 
costs. 

SGS-ATES 

Via С. Olivetti, 2 

20041 Agrate Br., Milan, Italy 


(859 M) 


Tristate LED 


A tristate light-emitting diode 
which produces red or green 
emission according to the polarity 
of the applied voltage is now 
available from Distronic. Known 
as the Xciton XC 5491, the device 
uses a back-to-back double-diode 





configuration which produces red 
fight (at 697 nm wavelength) or 
green light (565 nm) at an 
intensity of 1.8 mcd for both 
colours. 





" 


Forward voltage is typically 2.2 V 
at a forward current of 10 mA, 
dynamic resistance is typically 

25 Я and capacitance 100 pF. 
Maximum continuous forward 
current is 25 mA for both colours 
and peak pulse current for 1 us 
(300 pulses per second) is 1 A. 
Maximum power dissipation is 
100 mW, derated by 1.5 mW/ 
degC from 25°C. Operating 
temperature is –55°С to +85°С. 
The XC 5491 is supplied in a 
T-1-3/4 package measuring 

0.2 inch diameter x 0.34 inch 
height, and is supplied with wire- 
wrappable leads. 

Distronic Limited, 

50-51 Burnt Mill, Elizabeth Way 
Harlow, Essex, England 


(860 M) 


IC regulators with diodes 
A new range of low cost IC 
voltage regulators in the 5 lead 
Pentawatt plastic package, the 
L-192 series ICs combine a high 
performance 250 mA regulator 
with AC rectifier diodes of 5 A 
surge and 85 V reverse ratings. 
Only a single smoothing capacitor 
is required to provide a stabilized, 
short circuit proof and thermal 
overload protected supply. 


«82а 
tl ^ 


Output voltages are standard 5, 
12 and 15 V (+ 5%) with an AC 
input rating of up to 28 V rms. 
Load regulation is 0,5% for a 
200 mA change in load current 
and line regulation is better than 
65 dB with 10 V input ripple. 
SGS-ATES, Via C. Olivetti,2 
20041 Agrate Brianza, Milan, 
Italy 





(861 M) 


280 based 
microcomputer 

SGS-ATES has now made 
available a series of micro- 
computer cards based on its own 
780 CPU and peripherals. The 
card offers a choice of two 
available RAM sizes, 4 K or 16 K 





bytes and sockets for 16 K ROM, 
PROM and EPROM. It can be 
expanded by means of additional 
cards up to a maximum of 64 K 
of memory. 





Particularly powerful and flexible 
are the interface circuits which 
include 4 bidirectional 1/0 ports 
(2 280 PIO), a communication 
interface (USART) compatible 
with the RS 232 and 20 mA 
current loop standards and a 
double interface for low cost 
audio cassette recorders. 
Complete ROM resident software 
support, including a 1 K Monitor 
and a complete 8 K operating 
system, consisting of Editor, 
Assembler and Debugger, is also 
available. 

SGS-ATES, Via C. Olivetti, 2 
20041 Agrate Brianza, 

Milan, Italy 


(862M) 


Radiocode clock 

The Radiocode Clock, which 
automatically receives a 60 kHz 
transmission from Rugby MSF 
and decodes all of the time and 
date information, is claimed to 
provide the most authoritative 
portable and self-contained time 
source available. 

A liquid crystal display shows 
either hours, minutes and seconds 
or day, month and year. Because 
the unit has a crystal backup, the 





clock will continue to operate 
even if the transmission stops 
during a maintenance period. The 
instrument can also be supplied 
with an alarm/timer module 
which enables the clock to 
control other equipment at 
certain times for precise periods. 
No initial or subsequent 
adjustments are required because 
the clock sets itself and accounts 
for leap seconds, leap years and 
BST. Internal standard batteries 
allow a years continuous use even 
with a built-in sounder operating, 
The estimated range is around 
1000 miles, and the receiver delay, 
after compensation, is quoted as 
5 ms. For use on the Continent, 
the clock has an add-on-hour 
facility. Alternatively, a modified 
version can be supplied which 
receives a similar signal from the 
DCF 77 transmitter at 
Mainflingen, West Germany. This 
allows the clock to be used in 
eastern Europe where the MSF 
transmission may be weak. 
Various optional outputs are also 
available, enabling the clock to be 
used with a complementary 
record/replay unit. This interface 
allows the ‘time’ to be recorded 
on one track of a conventional 
tape machine. On replay the 
recorded time is displayed by the 
clock. If very low frequency 
signals or d.c. levels are to be 
recorded on the other tracks of 
the tape recorder, an additional 
f.m. interface unit can be 
supplied. For applications which 
require an accuracy of around 

1 us, details of an NPL system 
using a Radiocode clock and 
television sync pulses can be 
supplied. Prices for standard 
clocks range from £ 275 to £365 
(plus VAT). 


Circuit Services, 
6 Elmbridge Drive, Ruislip, 
Middx. HA4 7XB, England 


(863 M) 
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Two new revolutionary products from 


АВ АИ $ 


At special introductory prices for Elektor readers 


This is the Micro-Dialer 


Using Motorola 6800 Microprocessor) 


The World's First Telephone Oriented Computer . . . 
The Computer that Remembers and Dials any of 32 Different Telephone Numbers at a Touch . . . 

Automatically Re-dials . . . Speeds Emergency Calls . . . 
and is a Desk-Top Calculator. 









э numbers are entered Mir 
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* SPECIAL PRICE 


The Backgammon Computer. £175.00 inc VAT & P&P 


Rec. Retail Price £199.00 inc VAT 
played our computer to ntly, he gave it his hearty endorsement 


GammonMaster II, enclosed in an attractive carrying case \ 
IT'S YOUR MOVE. = 
NÉR SPECIAL PRICE 
a rut £175.00 inc VAT & P&P Y , 
Rec. Retail Price 
£199.00 inc VAT 
à 
5b 
i 


Overseas & Dealer Inquiries Welcome 


LABSIAR Engineering kid 


Chalkways, Pilgrims Way, Kemsing, Nr. Sevenoaks, Kent. 
Tel. Otford (095 92) 2872 / 2312 Telex 95516 


GammonMaster II™ is a sophisticated, totally computerized backgammon game, 
Sesigned for excitement and ease of play. It will defeat the average player more often 
than not, and compete evenly with experts 


A GAME — NOTA TOY. 
hen you play a GammonMaster II, the computer displays each of its moves 
Blectronically, while ing your moves. You “chart” the game with regular pieces, 
ad can always verify the location of every man on the board at the touch of a button. 
Since the dice are always "rolled" electronically at random, each game is different. 
IT'S YOU VS. GAMMONMASTER И. 
GammonMaster II likes to play an aggressive offensive game, but will change its 
strategy depending on how you choose to play. Running game; Block and Hit; Back 
game — it knows them all, and plays them all well 
EASY TO PLAY. A CHALLENGE TO WIN. 
you know and enjoy backgammon, GammonMaster Il becomes a true measurement 
# your skill. If you've just discovered this ancient and intricate game of chance, here 
жа remarkable learning tool. After international backgammon authority Barclay Cooke 
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